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Illustrated 
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Breakdown 



650QS 

PEDESTAL SYSTEM 



HOW TO USE THE IPB 

GENERAL 

This IPB Is compiled following the organization and nomencla- 
ture of the engineering drawing structure. 

MAJOR ASSEMBLY LOCATOR (When Applicable) 
The Major Assembly Locator (first illustration) Is an index that 
provides a description and a figure reference for all lustra- 
tions used in this manual. 

INDENTED PARTS LIST 

This manual Identifies each assembly being broken down i fig- 
ure reference callout) . and all parts of that assembly. Furthar 
breakdown of an assembly is shown by an asterisk ( * ) preced- 
ing the Item callouts in the Description Column. The number of 
asterisks preceding an item is used to denote the subordina- 
tion of that item with respect to the Major Assembly. A single 
asterisk preceding an item description ridicates that the item 
is part of the major assembly being illustrated. Items that are 
subordinate to single asterisks items, are denoted by two as- 
terisks ( • • ) and immediately follow the related single asterisk 
item. This system of part identification provides a means for 
the user to Identify the next Wgher assennbly item and make 
alternate selections for parts when the required replacement 
part of assembly is not immediately avaOable. * 

COLUMN CALLOUT DESCRIPTION 

Figure and Item - Indicates the figure ntffnber and itemnun- 

ber of each part. 



Descriptic.i - Usts the name of the part and pertinent speci- 
fications (when required) . Asterisks preceding the descrip- 
tion denote the subordination of the part to the next higher 
assembly. 

DEC Part No. - Usts the Digital part ordering number. A 
blank in this column indicates a Digital part number was not 
assigned at the time of publication. 

ECO Cut-in - The notation at the top of this column indicates 
the ECO level of the system (option), at which the IPB was 
initially prepared. Subsequent ECO level designations, that 
modify existrig parts or aod new parts to the device, are in- 
serted in the ECO Cut-in column next to the part that is added 
or modified. 

Used On Code - Letters in this column correspond to the 
variation codes assigned in Figure 1 . Parts with an Alpha no- 
tation(s) are used only in those option variations. A blank indi- 
cates that the part is used on all option variations. 

Ref Rg No. - A oross reference between illustrations. For 
each Major Assembly, the number in this column denotes the 
figure of the next fwgher assembly. 

For ai subassemblies, the ntHnber in this column denotes the 
figure showing additional detailed breakdown. 

PART NUMBER/PART DESCRIPTION SORT SECTION 
Parts are sorted both numerically and alphabetically by de- 
scrptlon, referenced to a location within the IPB. by figure 
number and item mmber. 



REVISION HISTORY 



PRINTING 



3rd Printing 



ECO LEVEL 



650QS 

70-24227 

70-23988 

70-24046 

70-24037 

70-24041 



00000-00007 
00002-00(X)2 
00000-00001 
(X)001-00(X)2 
00001-00003 
00000-00000 



DATE 



04-DEC-89 



OTHER IPB 

MANUALS 

REFERENCED 



EK-BA213-IP 



B 



NOTES: 



D 



Digital Equipment Corporation reserves the right, without notice, to make substitutions and modifica- 
tions in the specifications of products documented in this manual and further reserves the right to 
withdraw any of these products from the market without notice. 

Digital Equipment Corporation is not responsible for errors which may appear in the technical descrip- 
tion (including illustrations and photographs) of the products covered by this manual. 

None of the descriptions contained in this manual imply the granting of any license whatsoever to make, 
use or sell equipment constructed in accordance therewith. 

Copyright © 1989 by Digital Equipment Corporation. All rights reserved. 

The following are trademarks of Digital Equipment Corporation : 




DEC 

DECUS 

MicroVAX 

MicroVAX 3500 

MS650-AA 

MS650-BA 

PDF 

rtVAX 3500 

TK 

UNIBUS 

VAX 

VAXserver 3500 



B 



Primed in U.S.A. 



IPS WRITER 



0. RYAN 



CHK'O 



R. CHRISTENSEN 



ENGiNEERiNQ 



R. UGENZA 



CSSE 



DATE 



5-27-88 



DATE 



5-27-88 



DATE 



5-27-88 



DATE 



DATE 



NEXT HIGHER DOC 



digital 



TITLE 

ILLUSTRATED 

BREAKDOWN FOR 

eSOQS PEDESTAL SYSTEM 



B 



IB 



OOCUM6Nr ril>MB6R 



650QS-0-0 



scAce 



[SneET 1 OF 1 



D 



oiMTML aaiifiKMr 
cR coMwa m uns 1 
nc MMMjmciucji 
fomammm rmm i 

THK nam 




B 




PARTS UST 




PARTS UST 




<- 



3 



6S0QS-01-BO 



650QS-01A-BO 



Figure 1. 650QS Pedestal System (Sheet 1 of 2) 



Figure 1. 650QS Pedestal System (Sheet 2 of 2) 



E 



TITLE ILLUSTRATED BREAKDOWN „ 
FOR 650QS PEDESTAL SYSTEM O 



iizBCcoi Hjtmm 



IB 



650QS-0-0 



SCALE 1/1 ISHSET 2 OF uIdiSTI I I I I I I I I 

1 



C 



D 



B 



-THOi mfmtm m mim:^ — ..., 

at ooptiD OK 1550 ir — * 
THE )tMtjr»cwm,m^ 



TkBT mm tHt tmurmMfr cr _. 



19S9 



RG.& 
ITEM 
NO. 



1- 



DESCRIPTION 



650QS PEDESTAL SYSTEM 

Codo A - Used on 650QS-A2 120V 

(Timeshare, w/o Skins) 
Code B - Used on 650QS-A3 240V 

(Timeshare, w/o Skins) 
Code C - Used on 650QS-B2 120V 

(Timeshare, w/Skins) 
Code D - Used on 650QS-B3 240V 

(Timeshare, w/Skins) 
Code E - Used on 650QS-C2 120V 

(Timeshare. w/o Skins, Rack Kit) 
Code F - Used on 650QS-C3 24UV 

(Timeshare, w/o Skins. Rack Kit) 
Code G - Used on 650QS-D2 120V 

(Timeshare, w/o Skins, Wall Kit) 
Code H - Used on 650QS-D3 240V 

(Timeshare, w/o Skins, Wall Kit) 
Code J - Used on 650QS-E2 120V 

(Server, w/o Skins) 
Code K - Used on 650QS-E3 240V 

(Server, w/o Skins) 
Code L - Used on 650QS-F2 120V 

(Server, w/Skins) 
Code M - Used on 650QS-F3 240V 

(Server, w/Sklns) 
Code N - Used on 650QS-H2 120V 

(Server, w/o Skins, Rack Kit) 
Code P - Used on 650QS-H3 240V 

(Server, w/o Skins, Rack Kit) 
Code Q - Used on 650QS--J2 120V 

(Server, w/o Skins. Wall Kit) 
Code R - Used on 650QS-J3 240V 

(Server, w/o Skins. Wall Kit) 
Code S - Used on 650QS-K2 120V (Timeshare/ 

8 Meg. Memory, w/Sklns) (added) 
Code T - Used on 650QS-K3 240V (Timeshare/ 

8 Meg. Memory, w/Sklns) (added) 
Code U - Used on 650QS-L2 120V (Timeshare/ 

16 Meg. Memory, w/Skins) (added) 
Code V - Used on 850QS-L3 240V (Timeshare/ 

16 Meg. Memory. w/Skins) (added) 
Code W - Used on 650QS-M2 120V (Server/ 

16 Meg. Memory. w/Skins) (added) 
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DESCRIPTION 



Code X - Used on 650QS-M3 240V (Server/ 

18 Meg. Memory. w/Skins) (added) 
Code Y - Used on 650QS-N2 120V 

(Server/8 Meg. Memory. 

w/Skins) (added) 
Code 2 - Used on 650QS-N3 240V 

(Server/8 Meg. Memory, 

w/Skins) (added) 

^ENCLOSURE ASSEMBLY, BA213 2 PS 120V 

•ENCLOSURE ASSEMBLY. BA213 2 PS 120V 

•BULKHEAD ASSEMBLY, H3600 MODULE 
•Module. MVAX CPU 

•Module, MVAX CPU. (w/Mod ROM Code) 
•Frame, Switch 

•Plug. Button 

•Bulkhead Assembly, Front Dual 
•Bulkhead Assembly. Front 
•Panel Assembly. Gap Filler 
•Cord, Power 

•BASE ASSEMBLY 

•Screw. Self-Tap Phi Pan Hd No. 8-16 x 1/2 

•Washer, Flat 

•Screw, Sems Phi Pan Hd No. 10-32 x 15/16 
(Also shown on Rg 3. as Item 9 for Clarity) 

•Fastener. Turn 
(Also shown on Rg 3. as Item 8 for Clarity) 

•ENCLOSURE ASSEMBLY, SHELL 

•PANEL ASSEMBLY. FRONT 

•Module, 8 Meg RAM Memory 
•Module, 16 Meg RAM Memory 
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•Cable Assembly, 50 Cond Rat 


17--01 898-01 
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•Cable Assembly. 50 Cond Rat 


17-01898-02 
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•Cable Assembly, 50 Cond Rat 


17-01898-03 




S-Z 








•KIT, BIZ ACCESSORIES (w/o Skins) 


70-24316-01. 
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•Nameplate, MIcroVAX 3500 
•Nameplate, VAXserver 3500 
•Nameplate, rtVAX 3500 


74-34425-07 
74-34425-09 
74-34425-14 
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••Cable Assembly 
••Connector, Adaptor 
••Screwdriver, Flat Blade 


17-00811-02 
12-23599-01 
47-00042-01 
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•Module, Load 


M9060-YA 












••Ubel, "S-Box. Module Utilization" 
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•Panel. Front (See Notes 1 and 2) 
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•Panel, 5 1/4" Tape Drive Rller (See Note 1) 
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•Mount Assembly, Bottom Shock (See Note t) 
(Replaces 70-23997-01) 
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••Cable Assembly 
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•Mount Assembly. Top Shock (See Note 1) 

(Replaces 70-23997-02) 
•Harness Assembly, (See Notes 1 and 2) 

NOTE 1: These items installed on diskless 
tapeless systems. 
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••Connector, Adaptor 

••Screwdriver, Flat Blade 

••Ubel. "S-Box. Module Utilization" 

•KIT. BIZ ACCESSORIES (w/o Skins) (added) 
••Cable Assembly 
••Connector, Adaptor 
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NOTE 2: These items Installed on systems 














••Connector, Adaptor 
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which contain a tape drive, but 














••Screwdriver. Flat Blade 
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do not include a disk controller 














••Ubel. "S-Box. Module Utilization" 

•KIT. BIZ ACCESSORIES (w/o Skins) (added) 
••Key. Plastic 
••Connector, Adaptor 
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••Connector, Adaptor 
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••Cable Assembly 


17-01364-02 






























••Screwdriver, Flat Blade 


47-00042-01 
































••Ubel, "S-Box, Module Utilization" 
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•KIT, BA213 LARGE S-BOX RACK MOUNT 
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••Guide, Rack Mount Installation 


EK-213RA-IN 
































••Hardware. Rack Mount 


70-24263-02 
































•••Support, Mounting 


74-34638-01 
































•• •Screw. Sems Phi Pan Hd No. 10-32 x 1/2 


90-09700-00 
































•••U-Nut. Retainer 
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•KIT, BA213 LARGE S-BOX WALL MOUNT 
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••Guide, Wall Mount Installation 
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••Hardware, Wall Mount 
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••Bracket, Wall Mount 

•••Screw. Sems Phi Pan Hd No. 10-32 x 3/8 
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DESCRIPTION 



LABELS (Not Shown) 

•Ube!, -Module Number MTSaO-AA" 
•Ubel, ^'Module Number M7620-BA'* 
•Ubel, "Module Number M7621-A" 
•Ubel, -Module Number M7622-A*' 
•Ubel. "Module Number M9060-YA" 
•Ubel, "Postcard FTZ" 

•Ubel. "Warning Equipment Rating 100-1 20V" 

•Ubel. "Warning Equipment Rating 220-240V" 

•Ubel, "Serial/Model. 100V Made in USA" 

'Ubel. "Serial/Model 100V Made in UK" 

•Ubel. "Serial/Model 220V Made in USA" 

•Ubel. "Serial/Model 220V Made in UK" 

•Ubel. "Pedestal, USA, 100V" 
•Ubel. "Pedestal. UK. 100V" 
•Ubel. "Pedestal. USA 220V" 
•Ubel. "Pedestal, UK. 220V" 
•Ubel, "Caution S-Box Shipping" 
•Label. "MIcroVAX 3500" 
•Ubel. "VAXsen/er 3500" 
•Ubel. "rtVAX 3500" 
•Ubel, "MicroVAX 3500, DSSI" 
•Ubel, "VAXserver 3500, DSSI" 
•Ubel. "rtVAX 3500. DSSI" 
•Ubel, "BA2XX" (added) 
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Figure 1A. Enclosure Assembly, BA213 



FIG.& 
ITEM 




c 
DEC 


ECO 
CUT-IN 


USED 
ON 


REF 
FIG 


NO. 


DESCRIPTION 


PART NO. 


70-24227 
00002 


CODE 


NO. 


1A- 


ENCLOSURE ASSEMBLY. BA213 2 PS 120V 


70-24227-OC 




AC 


1 




ENCLOSURE ASSEMBLY, BA213 2 PS 240V 


70-24227-04 




BD 


1 


1 


•Frame Assembly, BA213 
(See IPS Manual EK'BA213~1P} 


70-24255-01 








2 


•Power Supply Assembly, H7868-A 100/1 20V 


H7868-A 




AC 






•Power Supply Assembly. H7868-B 220/240V 


H7868-B 




BD 






(See IPB Manual EK~BA213-IP) 










3 


•Clamp, Cable (deleted) 


90-08264-00 


00007 






4 


•Tie. Cable (deleted) 


90-07032-00 


00007 






5 


•Switch Assembly 
(See IPB Manual EK-BA213-IP) 


70-23999-01 








6 


•Nut, Kep No. 6-32 


90-08185-00 








7 


•Cable Assembly 


17-01360-01 








8 


•Clip, Wire Routing 


12-21249-04 








9 


•Fan Assembly 
(See IPB Manual EK-BA213-IP) 


70-23998-01 








10 


•Input Assembly, Filter 
(See IPB Manual EK-BA213-IP) 


70-23769-01 








11 


•Filler, Power Supply Assembly 


70-23996-01 








12 


•Plug, Button (added) 


90-07064-00 


00007 






13 


•Backplane Assembly. BA21 3 
(See IPB Manual EK-BA213-IP) 


70-23712-01 








14 


'Panel Assembly, Access 


70-25721-01 








15 


•Screw, Self Tap Truss Hd No. 6x5/16 


90-00063-78 








16 


•Plate, Cover (added) 


74-37040-01 


00003 






17 


•Nut. Kep No. 6-32 (added) 


90-08185-00 


00003 
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Figure 2. Bulkhead Assembly, H3600 Module 



FIG.& 




e 


ECO 


USED 


REF 


ITEM 




DEC 


CUT-IN 


ON 


RG 


NO. 


DESCRIPTION 


PART NO. 


70-23988 
00000 


CODE 


NO. 


2- 


BULKHEAD ASSEMBLY, H3600 MODULE 


70-23988-01 






1 


1 


* Bulkhead, Front Dual Assambiy 


70-23962-03 








2 


^Module, SLU Consoia 


54-17016-01 








3 


•Screw, Sems Phi Pan Hd No. 6-32 x 5/18 
(deleted) 


90-09984-07 


00002 






4 


•Holder, Battery Pack 


74-33477-01 








5 


•Battery. 3 Cell 


12-19245-01 








6 


•Nut. Kep No. 4-40 


90-06557-00 








7 


•Screw. Sems Phi Pan Hd No. 4-40 x 3/8 


90-09643-00 








8 


•Tape, Foam 


90-08228-00 








9 


•Screw. Self-Tap Truss Hd No. 6-32 x 5/16 
(added) 

LABELS (Not Shown) 

•Ubel,"Baud Select" 


90-00063-78 
36-26584-01 


00001 








•Ubel, "Blank, Paper. Pin Feed" (deleted) 


36-23593-01 


00002 








•Ubel. "Internatlonar (added) 


36-20560-54 


00001 








•Label, "International" (added) 


36-20560-53 


00001 








•Ubel. "Kapton Blank" 


36-27920-01 


00002 








•Label. "Over Laminate Polymide" 


36-27921-01 


00002 








•Ubel, "Black" 


36-27922-01 


00002 








•Ubel, "Direct Thermal" 


36-28231-08 
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FIG.& 
ITEM 
NO. 


DESCRIPTION 


C 

DEC 
PART NO- 


ECO 
CUT-IN 
70-24048 

00001 


USED 

ON 
CODE 


REF 
FIG 
NO- 


3- 


BASE ASSEIVIBLY 


70-24048-01 




CD 


1 


1 


*Bas@, Lower 


74-33650-01 




. 




2 


* Wheel. Base 


74-34068-01 








3 


•Shaft, Wheel 


74-34059-01 








4 


•Pin. Roll 


90-09385-00 








5 


•Screw, Thread Roiling Shoulder 


12-26858-01 








S 


•Support, Label 


74-34845-01 








7 


•Screw. Self-Tap Phi Pan Hd No. 6-19 x 3/8 


90-09800-06 








8 


•Fastener, Turn (See Note) 


74-33854-01 




t 




1 


•Screw. Sems Phi Pan Hd No. 10-32 x 15/18 
(See Note) 

Note : Item part of Figure 1. Shown here 
for clarity. 


90-09282-00 
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B 
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B 



6S0QS>03>BO 



Figure 3. Base Assembly 
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F/gure 4. Enclosure Assembly, Shell 



PARTS UST 



650QS«04--8O 



Fia& 
rrEM 

NO, 



1 

2 
3 

4 
5 
6 
7 
8 
9 
10 
11 



DESCRIPTION 



ENCLOSURE ASSEMBLY. SHELL 

* Bracket, Corner 

* Bracket, Side 

•Screw, Self-Tap Phi Pan Hd No. 8-18 x 3/8 

* Panel, Rear 
•Panel, Left Side 
•Sleeve 
•Washer, Flat 

•Screw, Self-Tap Phi Hd No. 8-16 x 1/2 

•Panel. Right Side 

•Cover, Top 

•Screw, Thread Rolling Shoulder 



DEC 
PART NO. 



70-24037-ti1 

74-34126-01 
74-34125-01 
90-09800-04 
74-33651-01 
74-33694-01 
74-34424-01 
90-06661-00 
90-09800-08 
74-33647-01 
74-33646-01 
12-26868-01 



ECO 
CUT-IN 
70-24037 

00001 



USED 

ON 
CODE 



REF 
FIG 
NO. 



D 



B 
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Figure 5. Panel Assembly, Front 



FIG.& 
ITEM 
NO, 



1 
2 
3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 



DESCRIPTION 



PANEL ASSEMBLY. FRONT 

•Panel, Front 
•Bezel, Switch 
•Door 

*aiannel {Front Panel) 

•Spring, Channel 

•Stop, Door Position 

•Screw, Phi Pan Hd No. 6-19 x 3/8 

•Utch, Pull 

•Latch, Slide 

•Ring, Retainer 

•Tumbler 

•Bracket, Top Right 

•Bracket. Top Left 

•Bracket. Bottom Right 

•Bracket, Bottom Left 

•Screw, Self-Tap Phi Pan Hd No, 8-16 x 3/8 

•Logo 



DEC 
PART NO, 



70-24041-01 

74-33648-01 
74-34067r01 
74-34061-01 
74-34062-01 
74-34065-01 
74-34363-01 
90-09800-06 
74-34064-01 
74-34065-01 
90-09257-05 
74-34063-01 
74-34123-01 
74-34123-02 
74-34124-01 
74-34124-02 
90-09800-04 
74-34426-01 



ECO 
CUT-IN 
70-24041 

00000 



USED 

ON 
CODE 



REF 
FIG 
NO. 



D 



^ 



B 



a 
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NOTE : When the description includes ''added" or "deleted", ALWAYS refer to the figure parts list for the latest related part description. 



PART NO. 



12-17119-01 
12-19245-01 
12-21249-04 
12-23699-01 
12-26868-01 
12-26868-01 

17-00083-43 
17-00811-02 
17-01360-01 
17-01362-01 
17-01364-02 
17-01898-01 
17-01898-02 
17-01838-03 

36-17905-16 
36-17905-17 
36-20560-53 
36-20560-54 
36-21232-52 
36-23593-01 
36-26584-01 
36-26883-17 

36-26883-42 
36«26883-43 
36-26883-44 
36-26883-56 
36-27329-01 
36-27329-02 
36-27329-03 
36-27329-04 

36-27354-12 
36-27354-14 
36-27354-22 
36-27354-29 
36-27354-30 
36-27354-31 
36-27838-01 
36-27838-02 

36-27838-03 
36-27838-04 
36-27920-01 
36-27921-01 



650QS PEDESTAL SYSTEM INDEX BY DEC PART NUMBER 
DESCRIPTION 



Key, Plastic 

Battery, 3 Cell 

Clip. Wire Routing 

Connector, Adaptor 

Screw, Thread Rolling Shoulder 

Screw, Thread Rolling Shoulder 

Cord, Power 

Cable Assembly 

Cable Assembly 

Harness Assembly 

Cable Assembly 

Cable Assembly, 50 Cond IHat 

Cable Assembly, 50 Cond Rat 

Cable Assembly, 50 Cond Flat 

Label. -Warning Equipment Rating 100-1 20V" 

Label, "Warning Equipment Rating 220-240V" 

Label, "Intemational" (added) 

Label, ** international" (added) 

Ubel, "Postcard FTZ#" 

Label, "Blank, Paper, Pin Feed" (deleted) 

Ubel, "Baud Select" 

Ubel, "Module Number M9060-YA" 

Ubel, "Module Number M7621-A- 
Ubels "Module Number M7622-A'' 
Ubel, "Module Number M7620-AA" 
Ubel, "Module Number M7620-BA" 
Ubel, "Serial/Model. 100V, Made In USA" 
Ubel, "Serial/Model, 100V. Made In UK" 
Ubel, "Serial/Model, 220V, Made In USA" 
Ubel, "Serial/Model, 220V, Made In UK" 

Ubel, "MicroVAX 3500" 
Ubel, "VAXserver 3500" 
Ubel. "rtVAX 3500" 
Ubel, "MicroVAX 3500, DSSI" 
Ubel "VAXserver 3500, DSSI" 
Ubel. "rtVAX 3600, DSSI" 
Ubel, "Pedestal, USA. 100V" 
Ubel, "Pedestal, UK, 100V" 

Ubel, "Pedestal, USA. 220V" 
Ubel, "Pedestal, UK, 220V" 
Ubel, "Kapton Blank" 
Ubel, "Over Uminate Polymide" 



RQ 


ITEM 


NO. 


NO. 


1 


Not Shown 


2 


5 


1A 


a 


1 


Not Shown ' 


3 


5 


4 


11 




10 




Not Shown 


1A 


7 




26 




Not Shown 




19 




19 




19 




Not Shown 




Not Shown 




Not Shown 




Not Shown 




Not Shown 




Not Shown 




Not Shown 




Not Shown 




Not Shown 




Not Shown 




Not Shown 




Not Shown 




Not Shown 




Not Shown 




Not Shown 




Not Shown 




Not Shown 




Not Shown 




Not Shown 




Not Shown 




Not Shown 




. Not Shown 




Not Shown 




Not Shown 




Not Shown 




Not Shown 




Not Shown 




Not Shown 



PART NO. 



36-27922-01 
36-27923-01 
36-27923-01 
36-27924-01 
36-28231-08 
36-29183-07 

47-00042-01 

54-17016-01 

650QS-A2 
650QS-A3 
850QS-B2 
650QS-B3 
650QS-C2 
650QS-C3 
650QS-D2 
650QS-D3 

650QS-E2 
650QS-E3 
650QS-F2 
650QS-F3 
650QS-H2 
650QS-H3 
650QS-J2 
650QS-J3 

650QS-K2 

650QS-K3 

650QS-L3 

650QS-M2 

650QS-M3 

650QS-N2 

650QS-N3 
650QS-L2 



850QS PEDESTAL SYSTEM INDEX BY DEC PART NUMBER 



DESCRIPTION 



RG 
NO. 



Ubel, "Black" 

Ubel, "S-Box, Module Utilization" 

Ubel, "S-Box, Module Utilla^tion" 

Ubel, "Caution S-Box Shipping" 

Ubel. "Direct Thermal" 

Ubel, "BA2XX" (added) 

Screwdriver, Rat Blade 

Module, SLU Console 



650QS- 
650QS- 
650QS- 
65GQS- 
650QS- 
650QS- 
650QS- 
650QS- 

650QS- 
650QS- 
650QS- 
650QS- 
650QS- 
650QS- 
650QS- 
650QS- 



A2 120V 
A3 240V 
B2 120V 
83 240V 
C2 120V 
C3 240V 
-D2 120V 
•D3 240V 



(Timeshare, 
(Timeshare, 
(Timeshare, 
(Timeshare, 
(Timeshare, 
(Timeshare, 
(Timeshare, 
(Timeshare, 



w/o Skins) 
w/o Skins) 
w/Skins) 
w/Skins) 
w/o Skins, 
w/o Skins, 
w/o Skins, 



Rack Kit) 
Rack Kit) 
Wall Kit) 



w/o Skins, Wall Kit) 



-E2 120V (Server. 

-E3 240V 

-F2 120V 

-F3 240V 

-H2 120V 

-H3 240V 

-J2 120V 

-J3 240V 



(Server, 
(Server, 
(Server, 
(Server, 
(Server, 
(Server, 
(Server, 



w/o Skins) 

w/o Skins) 

w/Skins) 

w/Skins) 

w/o Skins, Rack Kit) 

w/o Skins, Rack Kit) 

w/o Skins. Wall Kit) 

w/o Skins, Wall Kit) 



650QS-K2 120V (Timeshare/S Meg. Memory, w/Skins) 1 

(added) 
650QS-K3 240V (Timeshare/8 Meg. Memory. w/Skins) 1 

(added) 
650QS-L3 240V (Timeshare/ 16 Meg. Memory, w/Skins) 1 

(added) 
650QS-M2 120V (Server/16 Meg. Memory, w/Sklns) 1 

(added) 
650QS-M3 240V (Server/16 Meg. Memory, w/Skins) 1 

(added) 
650QS-N2 120V (Server/8 Meg. Memory, w/Sklns) 1 

(added) 

650QS-N3 240V (Server/8 Meg. Memory, w/Skins) 1 

(added) 
650QS-L2 120V (Timeshare/16 Meg. Memory, w/Skins) 1 

(added) 



ITEM 
NO. 



Not Shown 
Not Shown 
Not Shovm 
Not Shown 
Not Shown 
Not Shown 

Not Shown 

2 

N/A 
N/A 
N/A 
N/A 
N/A 
N/A 
N/A 
N/A 

N/A 
N/A 
N/A 
N/A 
N/A 
N/A 
N/A 
N/A 

N/A 

N/A 

N/A 

N/A 

N/A 

N/A 

N/A 
N/A 
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NOTE : When the description Includes "added" or "deleted", ALWAYS refer to the figure parts fist for the latest related part description. 






B 



650QS PEDESTAL SYSTEM INDEX BY DEC PART NUMBER 



PART NO- 



70-23712-01 
70-23769-01 
70-23981-01 
70-23982-02 
70-23982-03 
70-23988-01 
70-23988-01 
70-23995-04 

70-23996-01 
70-23998-01 
70-23999-01 
70-24037-01 
70-24037-01 
70-24041-01 
70-24041-01 
70-24046-01 
70-24046-01 

70-24071-01 
70-24227-03 
70-24227-03 
70-24227-04 
70-24227-04 
70-24255-01 
70-24263-01 
70-24263-02 

70-24316-01 
70-24316-02 
70-24316-03 
70-24316-04 
70-25452-03 

70-25452-04 

70-25721-01 

74-33477-01 
74-33646-01 
74-33647-01 
74-33648-01 
74-33650-01 
74-33651-01 
74-33694-01 
74-33854-01 
74-33854-01 
74-34061-01 



DESCRIPTION 



Backplane Assembly, BA213 
Input Assembly, Filter 
Bulkhead Assembly, Front 
Bulkhead Assembly, Front Dual 
Bulkhead, Front Dual Assembly 
BULKHEAD ASSEMBLY, H3600 MODULE 
BULKHEAD ASSEMBLY, H3600 MODULE 
Panel, Front 

Filler, Power Supply Assembly 
Fan Assembly 
Switch Assembly 
ENCLOSURE ASSEMBLY. SHELL 
ENCLOSURE ASSEMBLY, SHELL 
PANEL ASSEMBLY. FRONT 
PANEL ASSEMBLY. FRONT 
BASE ASSEMBLY 
BASE ASSEMBLY 

Panel Assembly, Gap Filler 
ENCLOSURE ASSEMBLY. BA213 2 PS 120V 
ENCLOSURE ASSEMBLY. BA213 2 PS 120V 
ENCLOSURE ASSEMBLY, BA213 2 PS 240V 
ENCLOSURE ASSEMBLY. BA213 2 PS 240V 
Frame Assembly, BA213 
Hardware, Wall Mount 
Hardware. Rack Mount 

KIT, BIZ ACCESSORIES (w/o Skins) 

KIT, BIZ ACCESSORIES (w/Skins) 

KIT. BIZ ACCESSORIES (w/o Skins) (added) 

KIT. BIZ ACCESSORIES (w/o Skins) (added) 

Mount Assembly, Bottom Shock 

(Replaces 70-23997-01) 
Mount Assembly, Top Shock 

(Replaces 70-23997-02) 
Panel Assembly, Access 

Holder, Battery Pack 
Cover, Top 
Panel. Right Side 
Panel, Front 
Base. Lower 
Panel, Rear 
Panel, Left Side 
Fastener, Turn 
Fastener, Turn 
Door 



no 

NO. 



ITEM 
NO. 



13 
10 
8 

7 

1 

2 

N/A 

22 

11 

9 

5 

16 

N/A 

N/A 

17 

11 

N/A 

9 

1 

N/A 

N/A 

1 

1 

Not Shown 

Not Shown 

Not Shown 
Not Shown 
Not Shown 
Not Shown 
24 

25 

14 





4 




10 




9 




1 




1 




4 




5 




15 


3 


8 


5 


3 



PART NO. 



650QS PEDESTAL SYSTEM INDEX BY DEC PART NUMBER 



DESCRIPTION 



74-34062-01 
74-34063-01 
74-34084-01 
74-34065-01 
74-34066-01 
74-34067-01 
74-34068-01 
74-34069-01 

74-34123-01 
74-34123-02 
74-34124-01 
74-34124-02 
74-34125-01 
74-34126-01 
74-34363-01 
74-34424-01 

74-34425-07 
74-34425-09 
74-34425-14 
74-34426-01 
74-34432-01 
74-34638-01 
74-34846-01 
74-35417-01 
74-36425-01 
74-37040-01 

90-00063-78 
90-00063-78 
90-06557-00 
90-06661-00 
90-06681-00 
90-07032-00 
90-07064-00 

90-07064-00 
90-07786-00 
90-08185-00 
90-08185-00 
90-08228-00 
90-03264-00 
90-09228-10 
90-09257-05 



Channel (Front Panel) 
Tumbler 
Latch, Pull 
Utch, Slide 
Spring, Channel 
Bezel, Switch 
Wheel, Base 
Shaft Wheel 

Bracket, Top Right 
Bracket, Top Left 
Bracket, Bottom Right 
Bracket, Bottom Left 
Bracket, Side 
Bracket, Comer 
Stop, Door Position 
Sleeve 

Nameplate, MicroVAX 3500 

Nameplate, VAXserver 3500 

Nameplate, rtVAX 3500 

Logo 

Bracket, Wall Mount 

Support, Mounting 

Support, Label 

Frame, Switch 

Panel, 5-1/4- Tape Drive Filler 

Plate. Cover (added) 

Screw, Self-Tap Truss Hd No. 6 x 5/16 (added) 

Screw. Self-Tap Truss Hd No. 6x5/16 

Nut, Kep No. 4-40 

Washer, Rat 

Washer, Flat 

Tie, Cable (deleted) 

Plug, Button (added) 

Plug, Button 

U-Nut, Retainer 

Nut. Kep No. 6-32 (added) 

Nut, Kep No. 6-32 

Tape, Foam 

Clamp, Cable (deleted) 

Screw, Sems Phi Pan Hd No. 10-32 x 3/8 

Ring, Retainer 



RG 
NO. 



ITEM 
NO. 



5 
5 
5 
5 
5 
5 
3 
3 



4 

11 

8 

9 

5 

2 

2 

3 



5 


12 


5 


13 


5 


14 


5 


15 




2 




1 




6 




6 




20 




20 




20 




17 




Not Shown 




Not Shown 




6 




5 




23 


1A 


16 




9 


1A 


15 




6 




7 




13 


1A 


4 


1A 


12 




6 




Not Shown 


1A 


17 


1A 


6 


2 


8 


1A 


3 




Not Shown 


5 


10 
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B 



Trae ILLUSTRATED BREAKDOWN •', 
FOR 650QS PEDESTAL SYSTEM 



SCALE 1/1 I SHEET 13 OF iT 



B 



IB 



oisil 



650QS-0-0 
■I I I I I IT 



*mts mmnm /tt tm 



OR CXriED OR 




NOTE : When the description includes "added- or "deleted", ALWAYS refer to the figure parts list for the latest related part description. 



PARIPNO, 



I! 



9(H3S282-00 
9fM]S28|-O0 
90-03385-00 
90-0964|-00 
90-09709-00 
90-09800-04 
90-038QM4 

90-0980P-06 
90-09800-08 
90-0980P-08 
90-09800-03 
90-09984-07 



BA213-RA 
BA?13-WA 

EK-213BA-IN 
EK-213\|^A-1N 

H7868-A 
H7g68-^ 

M7620-AA 
1VI7620-BA 
M9060-YA 
MS650-AA 
MS650-BA 



N/4 



650QS PEDESTAL SYSTEM INDEX BY DEC PART NUMBER 



DESCRIPTION 



Screw, Sams Phi Pan Hd No, 10-32 x 15/18 
Screw, Sems Phi Pan Hd No, 10-32 x 15/18 
Pin. Roll 

Screw, Sems Phi Pan Hd No. 4-40 x 3/8 
Screw, Sems Phi Pan Hd No. 10-32 x 1/2 
Screw. Self-Tap Phi Pan Hd No. 8-16 x 3/8 
Screw, Self-Tap Phi Pan Hd No. 8-18 x 3/8 

Screw. Self-Tap Phi Pan Hd No. 6-19 x 3/8 
Screw, Self-Tap Phi Pan Hd No. 6-19 x 3/8 
Screw. Self-Tap Phi Pan Hd No. 8-16 x 1/2 
Screw. Self-Tap Phi Pan Hd No. 8-16 x 1/2 
Screw. Sems Phi Pan Hd No. 6-32 x 5/16 
(deleted) 

KIT. BA213 LARGE S-BOX RACK MOUNT 
KIT. BA213 LARGE S-BOX WALL MOUNT 

Guide, Rack Mount Installation 
Guide, Wail Mount Installation 

Power Supply Assembly. H7868-A. 100/120V 
Power Supply Assembly. H7868-B. 22Q/240V 

Module, MVAX CPU 

Module. MVAX CPU. (w/Mod ROM Coda) 

Module. Load 

Module, 8 Meg RAM Memory 

Module. 16 Meg RAM Memory 

650QS PEDESTAL SYSTEM 



RG 
NO. 



3 
1 
3 
2 

1 
5 

4 

5 
3 
1 
4 
2 



ITEM 
NO., 



9 

14 

4 

7 

Not Shown 

16 

3 

7 

7 

12 

8 

3 



Not Shown 
Not Shown 

Not Shown 
Not Shown 

2 
2 

3 

4 

21 

18 

18 

N/A 



f^ 



B 



B 
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650QS PEDESTAL SYSTEM INDEX BY DEC PART DESCRIPTION 

DEC na ITEM 



DESCRIPTION 



650QS PEDESTAL SYSTEM 
650QS-A2 120V (Tlmeshare, 
650QS-A3 240V (Tlmeshare, 
650QS-B2 120V (Timeshare. 
650QS-B3 240V (Tlmeshare, 
650QS-C2 120V (Tlmeshare, 
660QS-C3 240V (Timeshare, 
650QS-D2 120V (Timeshare, 
650QS-D3 240V (Timeshare, 



w/o Skins) 

w/o Skins) 

w/Sklns) 

w/Sklns) 

w/o Skins, Rack Kit) 

w/o Skins, Rack Kit) 

w/o Skins, Wall Kit) 

w/o Skins, Wall Kit) 



550QS-E2 120V (Server, w/o Skins) 
650QS-E3 240V (Server, w/o Skins) 
650QS-F2 120V (Server, w/Skins) 
650QS-F3 240V (Server, w/Skins) 
650QS-H2 120V (Server, w/o Skins, Rack Kit) 
650QS-H3 240V (Server, w/o Skins, Rack Kit) 
650QS-J2 120V (Server, w/o Skins. Wall Kit) 
650QS-J3 240V (Server, w/o Skins, Wall Kit) 

650QS-K2 120V (Timeshare/8 Meg. Memory, w/Skins) 

(added) 
650QS-K3 240V (Timeshare/8 Meg. Memory, w/Skins) 

(added) 
650QS-L2 120V (Timeshare/16 Meg. Memory, w/Skins) 

(added) 
650QS-L3 240V (Timeshare/16 Meg. Memory, w/Skins) 

(added) 

650QS-M2 120V (Server/16 Meg. Memory. w/Skins) 

(added) 
650QS-M3 240V (Server/16 Meg. Memory, w/Sklns) 

(added) 
650QS-N2 120V (Server/8 Meg. Memory, w/Skins) 

(added) 
650QS-N3 240V (Server/8 Meg. Memory, w/Skins) 

(added) 

Backplane Assembly. BA213 
BASE ASSEMBLY 
BASE ASSEMBLY 
Base. Lower 
Battery. 3 Cell 
Bezel, Switch 
Bracket, Bottom Left 
Bracket. Bottom Right 
Bracket, Corner 
Bracket. Side 



PART NO. 


NO. 


NO. 


N/A 


1 


N/A 


650QS-A2 


1 


N/A 


650QS-A3 


1 


N/A 


650QS-B2 


1 


N/A 


650QS-B3 


1 


N/A 


650QS-C2 


1 


N/A 


650QS-C3 


1 


N/A 


650QS-D2 


1 


N/A 


650QS-'D3 


1 


N/A 


650QS-E2 


1 


N/A 


650QS-E3 


1 


N/A 


650QS-F2 


1 


N/A 


650QS-F3 


1 


N/A 


650QS-H2 


1 


N/A 


650QS-H3 


1 


N/A 


650QS-J2 


1 


N/A 


650QS-J3 


1 


N/A 


650QS-K2 


1 


N/A 


650QS-K3 


1 


N/A 


650QS-L2 


1 


N/A 


650QS-L3 


1 


N/A 


650QS-M2 


1 


N/A 


65QQS-M3 


1 


N/A 


650QS-N2 


1 


N/A 


650QS-N3 


1 


N/A 


70--23712-01 


1A 


13 


70-24046-01 


1 


11 


70-24046-01 


3 


N/A 


74-33650-01 


3 


1 


12-19245-01 


2 


5 


74-34067-01 


S 


2 


74-34124-02 


5 


15 


74-34124-01 


5 


14 


74-34126-01 


4 


1 


74-34125-01 


4 


2 



650QS PEDESTAL SYSTEM INDEX BY DEC PART DESCRIPTION 



DESCRIPTION 



Bracket, Top Left 
Bracket, Top Right 
Bracket, Wall Mount 
Bulkhead Assembly. Front 
Bulkhead Assembly, Front Dual 
BULKHEAD ASSEMBLY. H3600 MODULE 
BULKHEAD ASSEMBLY. H3600 MODULE 
Bulkhead. Front Dual Assembly 

Cable Assembly 
Cable Assembly 
Cable Assembly 
Cable Assembly, 50 Cond Flat 
Cable Assembly, 50 Cond Flat 
Cable Assembly, 50 Cond Flat 
Channel (Front Panel) 
Clamp, Cable (deleted) 

Clip, Wire Routing 
Connector, Adaptor 
Connector, Adaptor 
Cord, Power 
Cover, Top 



Door 

ENCLOSURE ASSEMBLY, BA213 2 
ENCLOSURE ASSEMBLY, BA213 2 
ENCLOSURE ASSEMBLY. BA213 2 
ENCLOSURE ASSEMBLY. BA213 2 
ENCLOSURE ASSEMBLY. SHELL 
ENCLOSURE ASSEMBLY. SHELL 

Fan Assembly 

Fastener. Turn 

Fastener. Turn 

Filler. Power Supply Assembly 

Frame Assembly. BA213 

Frame, Switch 

Guide, Rack Mount Installation 
Guide, Wall Mount Installation 

Hardware. Rack Mount 
Hardware, Wall Mount 
Harness Assembly 
Holder, Battery Pack 



PS 120 V 
PS 240V 
PS 120V 
PS 240V 



DEC 


RG. 


ITEM 


PART NO. 


NO. 


NO. 


74-34123-02 


5 


13 


74-34123-01 


5 


12 


74-34432-01 




Not Shown 


70-23981-01 




8 


70-23982-02 




7 


70-23988-01 




2 


70-23988-01 




1 


70-23982-03 




1 


17-00811-02 




Not Shown 


17-01364-02 




Not Shown 


17-01360-01 


1A 


7 


17-01898-01 




19 


17-01898-02 




19 


17-01898-03 . 




19 


74-34052-01 




4 


90-08264-00 


1A 


3 


12-21249-04 


1A 


8 


12-23599r.01 




Not Shown 


12-23599-05 




Not Shown 


17-00083-43 




10 


74-33646-01 




10 


74-34061-01 


5 


3 


70-24227-03 




1 


70-2^.227-04 




1 


70-24227-03 


1A 


N/A 


70-24227-04 


1A 


N/A 


70-24037-01 




16 


70-24037-01 




N/A 


70-23998-01 


1A 


9 


74-33854-01 




15 


74-33854-01 




8 


70-23996-01 


1A 


11 


70-24255-01 


1A 


1 


74-35417-01 




5 


EK-213RA-IN 




Not Shown 


EK-213WA-iN 




Not Shown 


70-24263-02 




Not Shown 


70-24263-01 




Not Shown 


17-01362-01 




26 


74-33477-01 




4 



<^ 
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NOTE : When the description Includes "added" or "deleted", ALWAYS refer to the figure parts list for the latest related part description. 



650QS PEDESTAL SYSTEM INDEX BY DEC PART DESCRIPTION 



DESCRIPTION 



Input Assembly, RIter 

Key, Plastic 

KIT. BA213 LARGE S-BOX RACK MOUNT 

KIT. BA213 LARGE S-BOX WALL MOUNT 

KIT. BIZ ACCESSORIES (w/o Skins) 

KIT. BIZ ACCESSORIES (w/o Skins) (added) 

KIT, BIZ ACCESSORIES (w/o Skins) (added) 

KIT. BIZ ACCESSORIES (w/Skins) 

Ubel, -BA2XX" (added) 

Ubel. "Baud Select" 

Ubel. "Black" 

Label. "Blank, Paper, Pin Feed" (deleted) 

Label, "Caution S~Box Shipping" 

Label, "Direct Thermal" 

Label, "International" (added) 

Label, "International" (added) 

Ubel, "Kapton Blank" 
Ubel. "MIcroVAX 3500" 
Ubel. "MicroVAX 3500, DSSI" 
Ubel. "Module Number M7620-AA" 
Label. "Module Number M7620-BA" 
Ubel, "Module Number M7621-A- 
Ubel, "Module Number M7622-A" 
Ubel. "Module Number M9060-YA" 

Ubel. "Over Uminate Polymide" 
Ubel. "Pedestal. UK. 100V" 
Ubel. "Pedestal. UK. 220V" 
Ubel. "Pedestal, USA, 100V" 
Ubel, "Pedestal, USA, 220V" 
Ubel, "Postcard FTZ#" 
Ubel. "rtVAX 3500" 
Ubel. "rtVAX 3500, DSSI" 

Ubel. "S-Box, Module Utilization" 
Ubel, "S-Box, Module Utilization" 
Ubel, "Serial/Model, 100V, Made in UK" 
Ubel, "Serial/Model. 100V. Made In USA" 
Label. "Serial/Model, 220V. Made In UK" 
Ubel. "Serial/Model. 220V, Made In USA" 
Label. "VAXserver 3500" 
Ubel. "VAXsen/er 3500, DSSI" 

Ubel. "Warning Equipment Rating 100-1 20V" 
Ubel. "Warning Equipment Rating 220-240V" 
Utch. Pull 
Utch, Slide 
Logo 



DEC 
PART NO. 



na ITEM 
NO. NO. 



70-23769-01 

12-17119-01 

BA213-RA 

BA213-WA 

70-24316-01 

70-24316-03 

70-24316-04 

70-24316-02 

36-29163-07 
36-26584-01 
36-27922-01 
36-23593-01 
36-27924-01 
36-28231-08 
36-20560-53 
36-20560-54 

36-27920-01 
36-27354-12 
36-27354-29 
36-26883-44 
36-26883-56 
36-26883-42 
36-26883-43 
36-26883-17 

36-27921-01 
36-27838-02 
36-27838-04 
36-27838-01 
36-27838-03 
36-21232-52 
36-27354-22 
36-27354-31 

36-27923-01 
36-27923-01 
36-27329-02 
36-27329-01 
36-27329-04 
36-27329-03 
36-27354-14 
36-27354-30 

36-17905-10 
36-17905-17 
74-34064-01 
74-34065-01 
74-34426-01 



1A 



1 
2 
2 
2 
1 
2 
2 
2 



5 
5 
5 



10 

Not Shown 
Not Shown 
Not Shown 
Not Shown 
Not Shown 
Not Shown 
Not Shown 

Not Shown 
Not Shown 
Not Shown 
Not Shown 
Not Shown 
Not Shown 
Not Shown 
Not Shown 

Not Shown 
Not Shown 
Not Shown 
Not Shown 
Not Shown 
Not Shown 
Not Shown 
Not Shown 

Not Shown 
Not Shown 
Not Shown 
Not Shown 
Not Shown 
Not Shown 
Not Shown 
Not Shown 

Not Shown 
Not Shown 
Not Shown 
Not Shown 
Not Shown 
Not Shown 
Not Shown 
Not Shown 

Not Shown 

Not Shown 

8 

9 

1 



650QS PEDESTAL SYSTEM INDEX BY DEC PART DESCRIPTION 

DEC Fia ITEM 



DESCRIPTION 



Module. 16 Meg RAM Memory 

Module. 8 Meg RAM Memory 

Module, Load 

Module, MVAX CPU 

Module. MVAX CPU, (w/Mod ROM Code) 

Module. SLU Console 

Mount Assembly. Bottom Shock 

(Replaces 70-23997-01) 
Mount Assembly, Top Shock 

(Replaces 70-23997-02) 

Nameplate, MicroVAX 3500 

Nameplate, rtVAX 3500 

Nameplate. VAXserver 3500 

Nut. Kep No. 4-40 

Nut, Kep No. 6-32 

Nut, Kep No. 6-32 (added) 

Panel Assembly, Access 
PANEL ASSEMBLY. FRONT 
PANEL ASSEMBLY. FRONT 
Panel Assembly, Gap Filler 
Panel. 5-1/4" Tape Drive Filler 
Panel, Front 
Panel, Front 
Panel. Left Side 
Panel. Rear 

Panel. Right Side 

Pin. Roll 

Plate, Cover (added) 

Plug. Button 

Plug. Button (added) 

Power Supply Assembly. H7858-A. 100/ 120V 

Power Supply Assembly, H7868-B. 220/240V 

Ring, Retainer 

Screw. Self-Tap Phi Pan Hd No. 6-19 x 3/8 
Screw, Self-Tap Phi Pan Hd No. 8-16 x 1/2 
Screw. Self-Tap Phi Pan Hd No. 8-16 x 1/2 
Screw. Self-Tap Phi Pan Hd No. 6-19 x 3/8 
Screw. Self-Tap Phi Pan Hd No. 8-18 x 3/8 
Screw. Self-Tap Phi Pan Hd No. 8-18 x 3/8 
Screw. Self -Tap Truss Hd No. 6x5/16 
Screw, Self-Tap Truss Hd No. 6x5/16 (added) 

Screw. Sems Phi Pan Hd No. 10-32 x 1/2 
Screw. Sems Phi Pan Hd No. 10-32 x 15/18 
Screw. Sems Phi Pan Hd No. 10-32 x 3/8 
Screw. Sems Phi Pan Hd No. 10-32 x 15/16 



PART NO. 



NO. NO. 



MS650-BA 

MS650-AA 

M9060-YA 

M7620-AA 

M7620-BA 

54-17016-01 

70-25452-03 

70-25452-04 



74-34425-07 
74-34425-14 
74-34425-09 
90-06557-00 
90-08185-00 
90-08185-00 

70-25721-01 
70-24041-01 
70-24041-01 
70-24071-01 
74-36425-01 
70-23995-04 
74-33648-01 
74-33694-01 
74-33651-01 



90-09700-OC 
90-09282-00 
90-09228-10 
90-09282-00 



5 
4 
4 



18 

18 

21 

3 

4 

2 

24 

25 



20 

20 

20 

6 

6 

17 

14 

17 

N/A 

9 

23 

22 

1 

5 

4 



74-33647-01 


4 


9 


90-09385-00 


3 


4 


74-37040-01 


1A 


16 


90-07064-00 


1 


6 


90-07064-00 


1A 


12 


H7868-A 


1A 


*, 


H7868-B 


1A 


2 


90-09257-05 


5 


10 


90-09800-06 


5 


7 


90-09800-08 


4 


8 


90-09800-08 


1 


12 


90-09800-06 


3 


7 


90-09800-04 


5 


16 


90-09800-04 


4 


3 


90-00063-78 


1A 


15 


90-00063-78 


2 


9 



D 



^^ 



B 
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14 

Not Shown 
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NOTE : When th« description Includes "added" or "deleted". ALWAYS refer to the figure parts list for the latest related part description. 



DESCRIPTION 



650QS PEDESTAL SYSTEM INDEX BY DEC PART DESCRIPTION 

DEC Fia ITEM 

PART NO. NO. NO. 



Screw, Sems Phi Pan Hd No. 4-40 x 3/8 
Screw, Sems Phi Pan Hd No. 6-32 x 5/16 

(deleted) 
Screw, Thread Rolling Shoulder 

Screw, Thread Rolling Shoulder 

Screwdriver, Flat Blade 

Shaft, Wheel 

Sleeve 

Spring, Channel 

Stop, Door Position 

Support, L^bei 

Support, Mounting 

Switch Assembly 

Tape, Foam 

Tie, Cable (deleted) 

Tumbler 

U-Nut, Retainer 

Washer, Flat 
Washer, Flat 
Wheel, Base 



D 



90-09643-00 
90-09984-07 


2 
2 


7 
3 


12-26868-01 


3 


5 


12-26868-01 
47-00042-01 
74-34069-01 
74-34424-01 
74-34066-01 
74-34363-01 
74-34846-01 
74-34638-01 
70-23999-01 


4 

• 1 

3 

4 
5 
5 
3 

1 
1A 


11 

Not Shown 

3 

6 

5 

6 

6 

Not Shown 

5 


90-08228-00 
90-07032-00 
74-34063-01 


2 

1A 
5 


8 
4 
11 


90-07786-00 


1 


Not Shown 


90-06661-00 
90-06661-00 
74-34068-01 


4 
1 
3 


7 

13 

2 



't^ — 
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Illustrated 

Parts 

Breakdown 



0/4^ I iJ 

ENCLOSURE 



HOW TO USE THE IPS 

GENERAL 

This IPB is compiled following the organization and nomencla- 
ture of the engineering drawing structure. 

MAJOR ASSEMBLY LOCATOR (When Applicable) 
The Major Assembly Locator (first illustration) Is an Index that 
provides a description and a figure reference for all illustra- 
tions used In this nrianual. 

INDENTED PARTS LIST 

This manual identifies each assembly being broken down (fig- 
ure reference callout) . and all parts of that assembly. Further 
breakdown of an assemt>ly is shown by an asterisk ( * ) preced- 
ing the Item callouts in the Description Column. The number of 
asterisks preceding an Item is used to denote the subordina- 
tion of that Item with respect to the Major Assembly . A single 
asterisk preceding an Item description indicates that the item 
is part of the major assembly being illustrated . Items that are 
subordinate to single asterisks items, are denoted by two as- 
terisks ( • ' ) and immediately follow the related single asterisk 
Item. This system of part Identification provides a means for 
the user to identify the next higher assembly Item and make 
alternate selectkx^s for parts when the required replacement 
part of assembly is not immedlatefy available. 

COLUMN CALLOUT DESCRIPTION 
Figure and Item - Indicates the figure number and Item num- 
ber of each part.* 



Description - Lists the name of the part and pertinent speci- 
fications (when required). Asterisks preceding the descrip- 
tion denote the subordination of the part to the next higher 
assembly. 

DEC Part No. - Lists the Digital part ordering number. A 
blank in this column indicates a Digital part number was not 
assigned at the time of publication. 

ECO Cut-In - The notation at the top of this column Indicates 
the ECO level of the system (option) , at which the IPB was 
initially prepared. Subsequent ECO level designations, that 
modify existing parts or add new parts to the device, are In- 
serted In the ECO Cut-In column next to the part that Is added 
or modified. 

Used On Code - Letters In this column correspond to the 
variation codes assigned In Figure 1 . Parts with an Alpha no- 
{at!un(s) are used only in those option variations. A blank indi- 
cates that the part is used on all option variations. 

Ref Fig No. - A cross reference between Illustrations. For 
each Major Assembly, the number in this column denotes the 
figure of the next higher assembly. 

For all subassemblies, the number In this colunrm denotes the 
figure snowing additional detailed breakdown. 

PART NUMBER/PART DESCRIPTION INDEX SECTION 
Parts are sorted both numerically and alphabetically by de- 
scription, referenced to a location witNn the IPB, by figure 
number and Item number. 



REVISION HISTORY 



PRINTING 



4th Printing 



ECO LEVEL 



BA213 

70-24227 

70-24266 

H7868 

70-23769 

70-23999 

70-23998 

70-23712 

70-23366 

70-24037 

70-24041 

70-24046 



00003-00004 
00002-00008 
00000-00003 
00002-00006 
OOOCO-00002 
00000-00001 
00000-00001 
00000-C0005 
00000-00001 
COOOO-00004 
00000-00000 
00001-00002 



RQDX3-SA 

RD53A-SA 

RD64A-SA 

KDA50-SA 

RA70E-SA 

TQK50-SA 

TK50E-SA 

TQK70-SA 

TK70E-SA 

KFQSA-SA 

RF30E-SA 

RF71E-SA 



00000-00001 
00000-00001 
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DESCRIPTION 



ENCLOSURE ASSEMBLY. BA213 

Coda A - Used on BA213-A2 

1 PS 120V w/o Skins 
Code B - Used on BA213~A3 

1 PS 240V w/o Skins 
Code C ~ Used on BA213-B2 

2 PS 120V w/o Skins 
Code D - Used on BA213-B3 

2 PS 240V w/o Skins 
Code E - Used on BA213-EA 

1 PS 120V w/Skins 
Code F - Used on BA213-E3 

2 PS 240V w/Skins 
Code G - Used on BA213-FA 

2 PS 240V w/o Skins Rack Mount/ 
Wall Mount Kit 
Code H - Used on BA213~F3 

2 PS 240V w/o Skins Rack Mount/ 
Wall Mount Kit 

•ENCLOSURE ASSEMBLY. BA213 1 PS 120V 

•ENCLOSURE ASSEMBLY, BA213 1 PS 240V 

•ENCLOSURE ASSEMBLY. BA2 13 2 PS 120V 

•ENCLOSURE ASSEMBLY. BA213 2 PS 240V 

•Bulkhead Assembly, Front Dual 

•Module, Load 

•Bulkhead Assembly, Front Dual 

•BASE ASSEMBLY 

•Screw, Self -Tap Phi Pan Hd No. 8-16 x 1/2 

•Washer. Flat 

•Cord. Power 

•ENCLOSURE ASSEMBLY. SHELL 

•PANEL ASSEMBLY, FRONT 

•Bulkhead Assembly. Front 

•Screw. Sems Phi Pan m No. 10-32 x 15/16 

•Panel Assembly. Front 

•Switch. Frame 

•Plug. Button 

•Fastener, Turn 

•Mount Assembly. Bottom Shock 

(Replaces 70-23997-01) 
•Mount Assembly. Top Shock 

,„■ , mmmm- itimT^2L . 
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00003 



BA213-A2 
BA213-A3 
BA213-B2 
BA213-B3 
BA213-EA 
BA213-E3 
BA213-FA 

BA213-F3 



70-24227-01 

70-24227-02 

70-24227-03 

70-24227-04 

70-23982-02 

M9060-YA 

70-23982-01 

70-24046-01 

90-09800-08 

90-06861-00 

17-00083-43 

70-24037-01 

70-24041-01 

70-23981-01 

90-09282-00 

70-23995-04 

74-35417-01 

90-07064-00 

74-33854-01 

70-25452-03 

70-25462-04 
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DESCRIPTION 



•Panel, 5 1/4- Tape Drive Rller 
•Harness Assembly 
•Nameplate, BA213 

KITS (Not Shown) 

•KIT. RACK MOUNT BA213 LARGE S-80X 

••Guide, Rack Mount Installation 

••Hardware. Rack Mount 

•••Support, Mounting 

♦••Screw.Sems Phi Pan Hd |lo. 10-32 x 1/2 

•••U-Nut. Rotainer 

•KIT, WALL MOUNT BA213 LARGE S-BOX 

••Guide. Wall Mount Installation 

••Hardware, Wall Mount 

••Bracket, Wall Mount 

•••Screw, Sems Phi Pan Hd No. 10-32 x 3/8 

•KIT. BIZ ACCESSORIES 
'•Key. Plastic 
••Screwdriver, Rat Blade 
••Label. "S-Box MU" 

LABELS (Not Shown) 

•Ubel. "Module Number M9CB0-YA" 
•Ubel, ••Warning Equipment Rating 100-1 20V" 
•Label. ••Warning Equipment Rating 220-240V- 
•Ubel. ••Serial/Model 100V Made in USA- 
•Label. ••Serial/Model 100V Made in UK" 
•Ubel, ••Serial/Model 220V Made in USA" 
•Ubel, ••Serial/Model 220V Made in UK" 
•Ubel. ••Pedestal, USA lOOV 
•Ubel. ••Pedestal. UK lOOV 
•Ubel, ••Pedestal-, USA 220V 
•Ubel, ••Pedestal. UK 220V" 
•Ubel, ••Logo Model" 
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Figure 2. Enclosure Assembly, BA213 
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DESCRIPTION 



ENCLOSURE ASSEMBLY. BA213 1 PS 120V 
ENCLOSURE ASSEMBLY, BA213 1 PS 240V 
ENCLOSURE ASSEMBLY. BA213 2 PS 120V 
ENCLOSURE ASSEMBLY. BA213 2 PS 240V 

•FRAME ASSEMBLY. BA213 

*POWER SUPPLY ASSEMBLY. H7868 100/1 20V 

•POWER SUPPLY ASSEMBLY. H7868 220/240V 

•Clamp, Cable (deleted) 

•Tie. Cable (deleted) 

♦SWITCH ASSEMBLY 

•Nut. Kep No. 6-32 

•Cable Assembly 

•Clip, Wire Routing (Replaces 12-21249-04) 

•FAN ASSEMBLY 

•INPUT ASSEMBLY. FILTER 

•Filler. Power Supply Assembly 

•Plug, Button (added) 

•BACKPLANE ASSEMBLY, BA213 

•Panel Assembly, Access 

•Screw, Self Tap Truss Hd No. 6x5/16 

•Plate, Cover (added) 

•Nut. Kep No. 6-32 x 1/4 (added) 
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DESCRIPTION 



POWER SUPPLY ASSEMBLY, H7868 100/1 20V 
POWER SUPPLY ASSEMBLY. H7868 220/240V 

* Module, Power Supply 

•HARNESS ASSEMBLY. H7868 

•Circuit Breaker 

•Support. Spring 

•Spring, Compression 

•Nut, Kep No. 6-32 

•Junnper Assembly, 2-Pln Mate-N-Lock, 1 20V 

•Pad. Insulator 

•Washer. Retaining (Replaces 12-27764-01) 

•Bushing, Captive Screw 

•Spring, Compression 

•Washer, External Tooth Lock No. 8 

•Screw, Shoulder No. 6-32 x 1/2 

(Replaces 12-27771-01) 
•Finger, Grounding 
•Bracket, Power Supply (deleted) 
•Tie, Cable (deleted) 
•Enclosure, Power Supply 

(Replaces 74-3341 6-01 ) 
•COVER ASSEMBLY, TOP POWER SUPPLY 

(Replaces 74-33976-01) 
••Cover, Top Power Supply (added) 
••Screw. Captive No, 6-32 (added) 
••Washer, Retaining (added) 
•Screw, Sems Phi Pan Hd No. 4-40 x 3/8 

(deleted) 
•Cover, Power Supply 
•Screw, Sems Phi Pan Hd No. 6-32 x 5/16 

LABELS (Not Shown) 

•Ubel, "Power Supply H7868-A- 

•Ubei, "Power Supply H7868-B" 

•Ubei, "Blank Bar Code** 

•Ubel. "H7868-A- 

•Ubel. •'H7868-B- 

•Ubel. "Danger High Voltage" 

•Ubel. *'BA2XX Rev" (Rolled) (added) 
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H7868-B 

54-16879-01 
70-23366-01 
12-19912-06 
74-34431-01 
12-27235-02 
90-08055-00 
70-23770-01 
74-33418-01 
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12-26922-01 
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74-33416-02 
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12-30421-01 
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74-33417-01 
90-09984-07 
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DESCRIPTION 



FILTER ASSEMBLY. INPUT 

•Support, AC Filter 

•Module, Dual Power Supply EMI Filler 

•Jumper, AC Input 

•Jumper, AC Input 

•Jumper, AC Input Ground 

•Wiring Assembly. Filter 

•Tie, Cable 

•Grommet 

•Screw. Sems Phi Pan Hd No. 6-32 x 5/18 

•Clip. Wire Routing 

•Washer. Flat 

•Nut. Kep No. 10-32 

•Screw. Shoulder No. 8-32 

•Nut. Kep No. 4-40 

•Connector. (J3) 3-Pin Power Receptacle 

10A. 250V 
•Screw, Mach Phi Truss Hd No. 6 x 5/16 

(Replace 90-00063-78) 
•Washer, Retaining (Replaces 12-27764-01) 

LABELS (Not Shown) 

•Ubel, "Ground Symbor 
•Label, "Ground Symbol w/Circle" 
•Label, "Blank Bar Code" 



DEC 
PART NO. 



70-23769-01 

74-33962-01 

54-17079-01 

70-24004-01 

70-24004-02 

70-24007-01 

70-24001-01 

90-07031-00 
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90-09984-07 

12-21249-04 

90-06664-00 

90-06565-00 
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Figure 6. Switch Assembly 
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DESCRIPTION 



SWITCH ASSEMBLY 

•Box, Switch 

•Switch, Rocker 

•Channel, A/C Right (Replaces 70-24234-01) 

•Finger, Grounding 

•Harness Assenrtbly, Wire 

•Tie. Cable 

•Washer, Flat 

*r4ut. Kep No. 10-32 

•Screw, Shoulder No. 8-32 

•Cover, A/C Right (Replaces 70-24234-01) 
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DESCRIPHON 



FAN ASSEI^SLY 

•Bracket, Fan 

•Fan, Tube Axial 4 1/2 Inch 

•Nut, Well No. 6-32 

•Scrpw, Phi Pan Hd No. 6-32 x 2 
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Figure 7, Fan Assembly 
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DESCRIPTION 



BACKPLANE ASSEMBLY 

•Panel, Backplane Support 

•Insulator, Backplane 

•Backplane. 12 Slot Q-Bus 

•Screv/. Self-Tap Truss Hd No. 6 x 5/16 

•Bumper, Square Rubber 
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74-33568-01 
74-33980-01 
54-18791-01 
90-00063-78 
90-08525-01 
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Figure 8. Backplane Assembly, BA213 
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DESCRIPTION 



BACKPLANE ASSEMBLY. BA213 

* Panel, Backplane Support 

* Insulator, Backplane 
•Backplane, 12 Slot Q-Bus 

•Screw, Self-Tap Truss Hd No. 6 x 5/16 
•Bumper, Square Rubber 
•Washer, Shoulder 
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Figure 8A. Backplane Assembly, BA213 
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DESCRIPTION 


PART NO. 


70-23366 
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NO. 


9- 


HARNESS ASSEMBLY. H7868 


70-23366-01 
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•Connector, (P3) Power Receptacle 


12-25571-01 
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•Terminal. (P3) Pin Contact 


12-26858-02 
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•Terminal, (P3) Power 


12-25867-01 
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•Terminal, (P3). 24-Pin 20AWG 


12-26858-01 








5 


•Connector, (PI) Universal Socket Mate-N-Lok 


12-12167-01 
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•Terminal, (PI) Socket Contact Mate-N-Lok 


12-12170-00 








7 


•Connector, (P2) IDC 


12-15815-00 








8 


•Terminal. Fasten 


12-26555-01 
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•Wire. Strand Brown. 18AWG 
•Wire, Strand Blue, 18AWG 
•Wire, Strand Yellow/Green, 18AWG 
•Wire, Strand White. 22AWG 
•Wire, Strand Orange, 22AWG 
•Wire. Strand Black. 18AWG 


91-07786-11 
91-07786-66 
91-07828-54 
91-07796-99 
91-07796-33 
91-07786-00 
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•Tie. Cable 


90-07031-00 








11 


•Label, "ID" 


36-16073-00 
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Figure 9. Harness Assembly, H7868 
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Figure 10. Enclosure Assembly, Shefl 
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DESCRIPTION 



ENCLOSURE ASSSEMBLY. SHELL 

•Bracket, Corner 

•Bracket, Side 

•Screw. Self-Tap Phi Pan m N^. 8-18 x 3/8 

•Panel, Rear 

•Panel, Left Side 

•Sleeve 

•Washer, Flat 

♦Screw. Self-Tap Phi Pan Hd No. 8-16 k 1/2 

•Panel. Right Side 

•Cover. Top 

•Screw, Thread Rolling Shoulder 
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74-34125-01 
90-09800-04 
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PANEL ASSEMBLY. FRONT 

•Panel, Front 

•Bezel, Switch 

•Door 

•Channel, Front Panel 

•Spring, Channel 

•Slop, Door Position 

•Screw. Phi Pan Hd No. 6-19 x 3/8 

•Utch. Pull 

•Latch. Slide 

•Ring, Retainer 

•Tumbler 

•Bracket. Top Right Hand 

•Bracket. Top Left Hand 

•Bracket. Bottom Right Hand 

•Bracket. Bottom Left Hand 

•Screw. Self-Tap Phi Pan Hd No. 8-16 x 3/8 

•Logo 



figure 11. Panel Assembly, Front 
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9ASE ASSEMBLY 

*B3i89. Lower 
^Whesl, Base 
•Shalt. Wheel 
^'Pin, Roll 

•Screw, Thread Rolling Shoulder 
'Support, Label 

^ Screw, Ph\ Pan Hd Self-Tap No. 6-19 x 3/8 
♦Fastener, Turn (See Note) 
♦Screw, Sems Phi Pan Hd No. 10-32 x 5/18 
(See Note) 

f^ote: Item part of Figure 1. 
Shown here for clarity. 
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70-24048-01 

74-33650-01 
74-34088-01 
74-34069-01 
90-0938S-00 
12-26868-01 
74-34846-01 
90-09800-08 
74-33854-01 
20-09282-00 
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Figure 12. Base Assembly 
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Figure 13. Kit. Controller and Disk Drive Mounting 
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DESCRIPTION 



KITS, CONTROLLER and DISK DRIVE MOUNTING 

♦KIT, RQDX3-S Q-bu« CONTROLLER 

••Module. RD/RX Controller 

••Cable Assennbly, Round. 50 Conductor 

••Cable Assembly, Flat Ribbon. 10 Conductor 

••SDB Assembly 

••Panel. Blank Dual 

••Panel. Front Assembly 

••Label. * 'Module Number" (See Note) 

••Harness Assembly, Left Power 

••Harness Assembly. Right Power 
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•KIT. RD53A DISK DRIVE MOUNTING W/CABLES 
••DISK DRIVE. 5.25 inch w/No Skid Plate 

(See IPB Manual EK-RD53A-IP) 
••Shock Assembly. Top 
••Shock Assembly. Bottom 
••Bracket, Bottom Drive 
••Bracket, Top Drive 

•••Screw, Slotted Shoulder Hd No. 6-32 x 1/2 
•••Screw. Mach Flat Phi Hd No. 6-32 x 5/16 
••Cable Assembly, Flat Ribbon, 20 Conductor 
••Cable Assembly, Flat Ribbon, 34 Conductor 



RQDX3-SA 

RQDX3-00 

17-01361-01 

17-01641-01 

70-24249-01 

74-33507-01 

70-23995-01 

36-26883-10 

17-01362-02 

17-01362-01 
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•KIT, RD54A DISK DRIVE MOUNTING W/CABLES 
••DISK DRIVE, 5.25 Inch w/No Skid Plate 

(See IPB Manual EK-RD54A-IP) 
••Shock Assembly, Top 
••Shock Assembly, Bottom 
••Bracket. Bottom Drive 
••Bracket, Top Drive 

•••Screw, Slotted Shoulder Hd No. 6-32 x 1/2 
•••Screw. Mach Flat Phi Hd No. 6-32 x 5/16 
••Cable Assembly, Flat Ribbon. 20 Conductor 
••Cable Assembly, Flat Ribbon, 34 Conductor 

Note: Label placement is on Module Bulkhead. 



RD53A-SA 
RD53-EA 

70-25452-03 
70-25452-04 
74-33573-02 
74-33573-01 
12-27771-01 
90-08404-02 
17-00282-03 
17-00286-03 
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RD54-EA 

70-23997-03 
70-23997-04 
74-33573-02 
74-33573-01 
12-27771-01 
90-03404-02 
17-00282-03 
17-00286-C3 
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Figure 14, Kits, SDI Controller and Disk Drive Mounting 



DESCRIPTION 



KIT, SDI CONTROLLER and 
DISK DRIVE MOUNTING 

•KIT. SDI CONTROLLER 

••OOP Assembly 

** Distribution Assembly, C^\b 

**Csbla Assembly, SI Shielded Coax 

**Cabl0 Assembly, Flat Ribbon, 10 Conductor 

♦•fVlodule, QDA Processor, Quad 

••Module, QDA, SDA. Quad 

••Cable Assembly, Flat Ribbon, 40 Pin 

••Cable Assembly, Flat Ribbon, 50 Pin 

••Panel Assembly, Front 

••Harness Assembly, Right Power 

••Harness Assembly, Left Power 

••Ubel. **RA70 OCP" 

••Label. ''IVIodule Number (M7154)" {Sea Note) 

••L^bel, **Module Number (M7165)** (See Note) 
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KDA50-SA 

70-24538-01 

70-24546-01 

17-00951-03 

17-01641-01 

M71 54-00 

IVI71 65-00 

70-18447-00 

70-18448-00 

70-24534-01 

17-01362-01 

17-01362-02 

35-28130-01 

36-26883-46 

36-26883-47 
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•KIT, RA70E DISK DRIVE MOUNTING 

••DISK DRIVE, 280 MB 5.25 inch WINCHESTER 

(See IPB Manual EK-RA70A-IP) 
••Cable Assembly, Rat, 04 Conductor 
••Cable Assembly, Flat, 20 C^onductcr 
••Bracket. Top Drive 
••Bracket, Bottom Drive 
••Shock Assembly, Top 
••Shock Assembly, Bottom 
•••Screw. Semt Phi Pan Hd No. a-32 x 5/16 
•••Screw, Sems Slotted Shoulder Hd No. 6-32 
X 1/2 

Note: Label placement Is on Module Bulkhead. 



RA70E-SA 
RA70-A 

17-01503-01 
17-00847-06 
70-24559-01 
70-24559-02 
70-23997-05 
70-23997-06 
90-10155-00 
12-27771-01 
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Figure 15. Kits, Q-Bu$ Controller and Tape Drive Mounting 



KITS. Q-bu8 CONTROLLER and 
TAPE DRIVE MOUNTING 

•KIT. Q-bu8 CONTROLLER 

••Module. Q-bus Tape Controller 

••Cable Assembly 

••Panel. Blank Dual 

••Label, "Module Number" (See Note) 

••Ubel. "BA2XX Rev" (Rolled) (Not Shown) 
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•KIT. TK50 TAPE DRIVE MOUNTING 
••Tape Drive TK50 w/o Skid Plate 

(See IPB Manual EK-OTK50-IP) 
••Screw, Mach Flat Phi Hd No. 6-32 x 5/16 
••Screw, Slotted Shoulder Hd No. 6-32 x 1/2 
••Bracket. Top Drive 
••Bracket, Bottom Drive 
••Shock Assembly, Bottom 
••Shock Assembly, Top 
••l-abel. "Warning" (Not Shown) 



•KIT. Q-bus CONTROLLER 

••Module. Tape Controller 

••Cable Assembly 

••Panel, Blank Dual 

••Ubel. "Module Number" (See Note) 

••Ubel, "BA2XX Rev" (Rolled) (Not Shown) 
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TQK50-SA 

M7548-00 

17-01363-01 

74-33507-01 

36-26883-11 

36-29163-07 



TK50E-SA 
TK50-EA 

90-08404-02 
12-27771-01 
74-33573-01 
74-33573-02 
70-25452-03 
70-25452-04 
36-29342-01 
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TQK70-SA 

M7559-00 

17-01363-01 

74-33507-01 

36-26883-45 

36-29163-07 



•KIT. TK70 TAPE DRIVE MOUNTING 
••Tape Drive TK70 w/o Skid Plate 

(See IPB Manual EK-TK70A-IP) 
••Screw, Phi Flat Hd No. 6-32 x 5/16 
••Screw, Slotted Shoulder Hd No. 6-32 x 1/2 
••Bracket, Top Drive 
••Bracket, Bottom Drive 
••Shock Assembly, Bottom 
••Shock Assembly, Top 
••Ubel, "S-Box TK Cartridge Removal" 

(Not Shown) 
••Ubel, "Warning" (Not Shown) 

Note: Ubel placement Is on Module Bulkhead. 



TK70E-SA 
TK70-EA 

90-08404-02 
12-27771-01 
74-33573-01 
74-33573-02 
70-25452-03 
70-25452-04 
36-28182-01 

36-29342-01 
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DESCRIPTION 



KIT. CONTROLLER and DISK DRIVE MOUNTING 

*KIT, KFOSA-S DSSI Q-BUS CONTROLLER 
Module, DSSI Controller RF and TF 
Cable Assembly, Round, 50 Conductor 
Cable Assembly, Round, 50 Conductor 
Cable Assembly. Rat Ribl>on, 10 Conductor 

••Tie, Cable (Not Shown) 

•*OCP Assembly 

••Panel Assembly. Front (DSSI) 
Label. ''Module Number" (See Note) 

••Harness Assembly. Left Power 

••Harness Assembly, Right Power 

••Cable Assembly. Flat Ribbon. 50 Pin 
Daisy Chain 

••Plug, External Terminator 

••Cable Assembly, TK Power 5 Pin to 4 Pin 

••Lens, Encoder Set 

•'Ubel, • 'Control Panel 

••Plate Assembly. Connector 

••Screw, Mach Flat Hd (Metric No. 02.5 x .08) 
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KFQSA-SA 

M776d~00 

17-01931-01 

17-02059-01 

17-01964-01 

90-07032-00 

70-25752-01 

70-25750-01 

36-26883-57 

17-01989-01 

17-01990-01 

17-01836-01 

12-29258-01 
17-01937-01 
12-28766-19 
36-29341-01 
70-26206-01 
90-10917-01 



•KIT. RF30 DISK DRIVE MOUNTING w/CABLES 
••DISK DRIVE. HALF HEIGHT w/o SKID PLATE 

Module. Drive 
•••Mechanics. Drive 
••Shock Assembly. Top 

Shock Assembly. Bottom 
••Bracket. Bottom and Top Drive 
•••Screw. Slotted Shoulder Hd No. 6-32 x 1/2 

Screw. Mach Flat Hd No. 6-32 x 5/32 
••Cable Assembly, Flat Ribbon, 10 Conductor 



WHEN THE KA640 (M7624) 
CPU MODULE IS IN PLACE. 
USE THIS CABLING 
CONFIGURATION. 



Figure 16. Kit, Controller and QA-Bus Mounting 



•KIT, RF71 DISK DRIVE MOUNTING w/CABLE RF71E-SA 

••DISK DRIVE, w/o SKID PLATE RF71-EA 

•Module. Drive 54-18318-02 

•••Mechanics. Drive 70-23537-01 

•Shock Assembly, Top 70-25452-04 

••Shock Assembly, Bottom 70-25452-03 

Bracket. Bottom and Top Drive 74-36498-01 

•••Screw, Slotted Shoulder Hd No. 6-32 x 1/2 12-27771-01 

•••Screw. Mach Flat Hd No. 6-32 x 5/32 00-00039-28 

Cable Assembly. Flat Ribbon. 10 Conductor 17-01936-01 

Note: Ubel placement Is on Module Bulkhead. 



RF30E-SA 

RF30-EA 

54-18247-01 

70-23536-01 

70-25452-02 

70-25452-01 

74-36498-01 

12-27771-01 

90-00039-28 

17-01936-01 
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12-12167-01 
12-12170-00 
12-15815-00 
12-17119-01 
12-17874-02 
12-19912-08 
12-21249-04 
12-21249-06 
12-21282-05 
12-23609-04 
12-25489-03 
12-25469-04 

12-25671-01 
12-25857-01 
12-26555-01 
12-26858-01 
12-26858-02 
12-26868-01 
12-26868-01 
12-26912-01 
12-26922-01 
12-26922-01 
12-26922-01 
12-27034-01 
12-27034-01 

12-27235-02 
12-27445-01 
12-27446-01 
12-27451-01 
12-27771-01 
12-27771-01 
12-27771-01 
12-27771-01 
12-27771-01 
12-27771-01 
12-27771-01 
12-27772-01 

12-28766-19 
12-29258-01 
12-30239-01 
12-30421-01 
12-30421-01 
12-30421-01 

17-00083-43 
17-00282-03 
17-00282-03 
17-00286-03 
17-00286-03 
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Connector, (PI) Universal Socket Mate-N-tok 

Terminal. (PI) Socket Contact Mate-N-LoN 

Connector, (P2) IDC 

Key, Plastic 

Connector, (J3) 3-Pln Power Receptacle 10A, 250V 

Circuit Breaker 

Clip, Wire Routing 

Clip, Wire Routing (Replaces 12-21249-04) 

Switch, Rocker 

Fan, Tube Axial 4 1/2 Inch 

Grommet 

Grommet 

Connector, {P3) Power Receptacle 
Terminal, (P3) Power 
Terminal, Fasten 
Terminal. (P3), 24-Pln 20AWG 
Terminal, (P3) Pin Contact 
Screw, Thread Rolling Shoulder 
Screw, Thread Rolling Shoulder 
Card Guide 
Finger, Grounding 
Finger, Grounding 
Finger, Grounding 
Screw, Shoulder No. 8-32 
Screw, Shoulder No. 8-32 

Spring, Compression 
Spring, Compression 
Bushing. Captive Screw 
Screw. Slotted Fillster Hd No. 6-32 x 5/16 
Screw, Slotted Shoulder Hd No. 6-32 x 1/2 
Screw, Slotted Shoulder Hd No. 6-32 x 1/2 
Screw. Slotted Shoulder Hd No. 6-32 x 1/2 
Screw, Slotted Shoulder Hd No. 6-32 x 1/2 
Screw, Slotted Shoulder Hd No. 6-32 x 1/2 
Screw, Slotted Shoulder Hd No. 8-32 x 1/2 
Screw, Slotted Shoulder Hd No. 6-32 x 1/2 
Screw, Shoulder No. 8-32 x 1/2 

(Replaces 12-27771-01) 
Lens, Encoder Set 
Plug, External Terminator 
Screw, Captive No. 6-32 (added) 
Washer. Retaining (Replaces 12-27784-01) 
Washer, Retaining (added) 
Washer, Retaining (Replaces 12-27764-01) 

Cord, Power 

Cable Assembly. Flat Ribbon, 20 Conductor 
Cable Assembly, Flat Ribbon, 20 Conductor 
Cable Assembly, Flat Ribbon, 34 Conductor 
Cable Assembly. Flat Ribbon, 34 Conductor 
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17-00847-06 
17-00951-03 
17-01360-01 
17-01361-01 
17-01362-01 
17-01362-01 
17-01362-01 
17-01362-02 
17-01362-02 
17-01363-01 
17-01363-01 
17-01469-01 

17-01503-01 
17-01641-01 
17-01641-01 
17-01836-01 
17-01931-01 
17-01936-01 
17-01936-01 
17-01937-01 
17-01984-01 
17-01989-01 
17-01990-01 
17-02059-01 

36-10267-02 
36-12580-00 
36-12880-02 
36-16073-00 
36-17905-16 
36-17905-17 
36-18460-05 
36-18460-05 
36-26511-01 
38-26511-02 
36-26883-10 
38-26883-11 

38-26883-17 
36-26883-45 
36-26883-46 
36-26883-47 
36-26883-57 
36-27329-01 
36-27329-02 
36-27329-03 
36-27329-04 
36-27354-25 
36-27463-01 
36-27463-02 
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Cable Assembly, Flat, 20 Conductor 

Cable Assembly, SI Shielded Coax 

Cable Assembly 

Cable Assembly, Round, 50 Conductor 

Harness Assembly, Right Power 

Harness Assembly 

Harness Assembly, Right Power 

Harness Assembly, Left Power 

Harness Assembly. Left Power 

Cable Assembly 

Cable Assembly 

Harness Assembly, Wire 

Cable Assembly. Flat. 04 Conductor 
Cable Assembly, Flat Ribbon. 10 Conductor 
Cable Assembly. Flat Ribbon, 10 Conductor 
Cable Assembly, Flat Ribbon. 50 Pin Daisy Chain 
Cable Assembly, Round, 50 Conductor 
Cable Assembly, Flat Ribbon, 10 Conductor 
Cable Assembly, Flat Ribbon, 10 Conductor 
Cable Assembly, TK Power 5 Pin to 4 Pin 
Cable Assembly, Flat Ribbon, 10 Conductor 
Harness Assembly, Left Power 
Harness Assembly, Right Power 
Cable Assembly. Round. 50 Conductor 

Ubel, "Danger High Voltage" 

l^bel, "Ground Symbol" 

Label, "Ground Symbol w/Clrcle- 

Ubel, "ID" 

Ubel. "Warning Equipment Rating 100-1 20V" 

Ubel, "Warning Equipment Rating 220-240V" 

Ubel. "Blank Bar Code" 

Ubel, "Blank Bar Code" 

Ubel. "Power Supply H7868-A" 

Ubel. "Power Supply H7888-B" 

Ubel, "Module Number" 

Ubel, "Module Number" 

Ubel, "Module Number M9060-YA" 

Ubel. "Module Number" 

Ubel. "Module Number (M7164)" 

Ubel. "Module Number (M7165)" 

Ubel, "Module Number" 

Ubel, "Serial/Model 100V Made In USA" 

Ubel, "Serial/Model 100V Made In UK" 

Ubel. "Serial/Model 220V Made In USA" 

Ubel. "Serial/Model 220V Made In UK" 

Ubel. "Logo Model" 

Ubel, "H7868-A" 

Ubel, "H7868-B" 
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36-27338-28 
38-27838-29 
36-27838-30 
36-27838-31 
36-27923-01 
36-28130-01 
36-28182-01 
36-29163-05 
36-29163-07 
36-29163-07 
36-29341-01 
36-29342-01 
36-29342-01 

47-00042-01 

54-16791-01 
54-16791-01 
54-16791-02 
54-16879-01 
54-17079-01 
54-18247-01 
54-18316-02 

70-18447-00 
70-18448-00 
70-22803-01 

70-23366-01 
70-23366-01 
70-23536-01 
70-23537-01 
70-23712-01 
70-23712-01 
70-23712-01 
70-23712-02 

70-23769-01 
70-23769-01 
70-23770-01 
70-23974-C1 
70-23981-01 
70-23982-01 
70-23982-02 
70-23995-01 
70-23995-04 
70-23996-01 
70-23997-03 
70-23997-04 
70-23997-05 



BA213 ENCLOSURE INDEX BY DEC PART NUMBER 



DESCRIPTION 



BA213 ENCLOSURE INDEX BY DEC PART NUMBER 



Ubel, -PedestaL, USA 220V- 

Ubel, "Pedestal, UK 2207" 

Ubjl, -Pedestal, UK lOOV 

Ubel, -Pedestal. USA lOOV 

Ubel. "S-Box MU- 

Ubel. "RA70 OCP- 

Ubel. "S-Box TK Cartridge Removal" (Not Shown) 

Ubel. -BA2XX Rev" (Rolled) (added) 

Ubel. "BA2XX Rev" (Rolled) (Not Shown) 

Ubel. "BA2XX Rev" (Rolled) (Not Shown) 

Ubel. "Control Panel" 

Ubel. "Warning" (Not Shown) 

Ubel. "Warning" (Not Shown) 

Screwdriver. Flat Blade 

Backplane. 12 Slot Q-Bus 

Backplane, 12 Slot Q-Bus 

Backplane. 12 Slot BA200 (added) 

Module, Power Supply 

Module, Dual Power Supply EMI Filter 

Module. Drive 

Module, Drive 

Cable Assembly. Flat Ribbon, 40 Pin 
Cable Assembly. Flat Ribbon. 50 Pin 
COVER ASSEMBLY. TOP POWER SUPPLY 

(Replaces 74-33976-01) 
HARNESS ASSEMBLY. H7868 
HARNESS ASSEMBLY, H7868 
Mechanics, Drive 
Mechanics. Drive 
BACKPLANE ASSEMBLY. BA213 
BACKPLANE ASSEMBLY. BA213 
BACKPLANE ASSEMBLY. BA2t3 
BACKPLANE ASSEMBLY. BA213 

INPUT ASSEMBLY, RLTER 

FILTER ASSEMBLY. INPUT 

Jumper Assembly, 2-Pin Mate-N-Lock,120V 

Weldment Assembly, Top 

Bulkhead Assembly, Front 

Bulkhead Assembly. Front Dual 

Bulkhead Assembly, Front Dual 

Panel. Front Assembly 

Panel Assembly. Front 

Filler. Pov/or Supply Assembly 

Shock Assembly. Top 

Shock Assembly. Bottom 

Shock Assembly. Top 



FIG 


ITEM 


NO. 


NO. 


1 


Not Shown 


1 


Not Shown 


1 


Not Shown 


1 


Not Shown 


1 


Not Shown 


14 


12 


15 


21 


4 


Not Shown 


15 


Not Shown 


15 


Not Shown 


16 


13 


15 


Not Shown 


15 


Not Shown 


1 


Not Shown 


8A 


3 


8 


3 


8A 


4 


4 


1 


5 


2 


16 


16 


16 


22 


14 


7 


14 


8 


4 


18 


9 


N/A 


4 


2 


16 


16 


16 


22 


8 


N/A 


2 


13 


8A 


N/A 


8A 


N/A 


2 


10 


5 


N/A 




7 




15 




11 




4 




2 


13 


6 




13 




11 


13 


19 


13 


20 


14 


20 



PART NO. 



70-23997-06 
70-23998-01 
70-23998-01 
70-23999-01 
70-23999-01 
70-24001-01 
70-24004-01 
70-24004-02 
70-24007-01 
70-24037-01 
70-24037-01 
70-24041-01 
70-24041-01 

70-24046-01 
70-24046-01 
70-24047-01 
70-24054-01 
70-24227-01 
70-24227-01 
70-24227-02 
70-24227-02 
70-24227-03 
70-24227-03 
70-24227-04 
70-24227-04 

70-24249-01 
70-24255-01 
70-24255-01 
70-24263-01 
70-24263-02 
70-24316-08 
70-24534-01 
70-24538-01 
70-24546-01 
70-24559-01 
70-24559-02 

70-25452-01 
70-25452-02 
70-25452-03 
70-25452-03 
70-25452-03 

70-25452-03 
70-25452-03 
70-25452-04 
70-25452-04 
70-25452-04 



DESCRIPTION 



RQ 
NO. 



Shock Assembly. Bottom 
FAN ASSEMBLY 
FAN ASSEMBLY 
SWITCH ASSEMBLY 
SWITCH ASSEMBLY 
Wiring Assembly. Filter 
Jumper. AC Input 
Jumper, AC Input 
Jumper. AC Input Ground 
ENCLOSURE ASSSEMBLY, SHELL 
ENCLOSURE ASSEMBLY. SHELL 
PANEL ASSEMBLY. FRONT 
PANEL ASSEMBLY. FRONT 

BASE ASSEMBLY 
BASE ASSEMBLY 
Weldment. Bottom Pan 
Bracket Assembly, Shipping 
ENCLOSURE ASSEMBLY, BA213 1 PS 
ENCLOSURE ASSEMBLY. BA213 1 PS 
ENCLOSURE ASSEMBLY. BA213 1 PS 
ENCLOSURE ASSEMBLY, BA213 1 PS 
ENCLOSURE ASSEMBLY. BA213 2 PS 
ENCLOSURE ASSEMBLY. BA213 2 PS 
ENCLOSURE ASSEMBLY, BA213 2 PS 
ENCLOSURE ASSEMBLY. BA213 2 PS 



120V 
120V 
240V 
240V 
120V 
120V 
240V 
240V 



SDB Assembly 
FRAME ASSEMBLY. BA213 
FRAME ASSEMBLY. BA213 
Hardware. Wall Mount 
Hardware. Rack Mount 
KIT. BIZ ACCESSORIES 
Panel Assembly. Front 
OCP Assembly 
Distribution Assembly, Cable 
Bracket. Top Drive 
Bracket. Bottom Drive 

Shock Assembly. Bottom 
Shock Assembly. Top 
Shock Assembly, Bottom 
Shock Assembly. Bottom 
Mount Assembly. Bottom Shock 

(Replaces 70-23997-01) 
Shock Assembly. Top 
Shock Assembly. Bottom 
Shock Assembly, Top 
Shock Assembly. Top 
Mount Assembly, Top Shock (Replaces 70-23997-02) 



14 

7 

2 

6 

2 

5 

5 

5 

5 

10 

1 

11 

1 

12 

1 

3 

3 

2 

1 

2 

1 

2 

1 

1 

2 

13 

3 

2 

1 

1 

1 

14 

14 

14 

14 

14 

16 
16 
15 
16 

1 

13 
15 
15 
16 
1 



ITEM 
NO. 



21 

N/A 

9 

N/A 

5 

6 

3 

4 

5 

N/A 

9 

N/A 

10 

N/A 

5 

1 

13 

N/A 

1 

N/A 

1 

N/A 

1 

1 

N/A 

4 

N/A 

1 

Not Shown 

Not Shown 

Net Shown 

9 

1 

2 

18 

19 

18 
17 
13 
24 
17 

11 

9 

10 

23 

18 



D 



^ 



B 
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PART NO. 



74-33977-01 
74-33977-02 
74-33977-03 
74-33977-04 
74-33978-01 



BA213 ENCLOSURE INDEX BY DEC PART NUMBER 



DESCRIPTION 



Foam. Top 
Foam, Top Right 
Foam, Top 
Foam, Top 
Foam, Back 



FIG 
NO. 



3 
3 
3 
3 
3 



ITEM 
NO. 



70-25452-04 Shock Assembly, Bottom 13 12 

70-25452-04 Shock Assambly. Top 15 20 

70-25721-01 Pane* Assembly, Access 2 14 

70-25750-01 Panel Assembly, Front (DSSI) 16 5 

70-25752-01 OCP Assembly 16 4 

70-26206-01 Plate Assembly. Connector 16 14 

74-33416-02 Enclosure, Power Supply (Replaces 74-33416-01) 4 17 

74-33417-01 Cover, P wer Supply 4 20 

74-33418-01 Pad, Insulator 4 8 

74-33507-01 Panel, Blank Dual 15 13 

74-33507-01 Panel. Blank Dual 15 3 

74-33507-01 Panel. Blank Dual 13 5 

74-33564-01 Card Guide. 6 Slot 3 5 

74-33565-01 Bracket, Fan 7 1 

74-33566-01 Panel, Backplane Support 8 1 

74-33569-01 Enclosure, Side 3 22 

74-33571-01 Cover. Top 3 25 

74-33573-01 Bracket. Top Drive 15 17 

74-33573-01 Bracket, Top Drive 13 22 

74-33573-01 Bracket. Top Drive 15 7 

74-33573-01 Bracket. Top Drive 13 14 

74-33573-02 Bracket, Bottom Drive 15 18 

74-33573-02 Bracket. Bottom Drive 15 8 

74-33573-02 Bracket. Bottom Drive 13 21 

74-33573-02 Bracket. Bottom Drive 13 13 

74-33575-01 Pan. Bottom 3 12 

74-33646-01 Cover. Top 10 10 

74-33647-01 Panel. Right Side 10 9 

74-33648-01 Panel. Front li 1 

74-33650-01 Base. Lower 12 1 



74-33651-01 


Panel, Rear 


10 


4 


74-33694-01 


Panel. Left Side 


10 


5 


74-33854-01 


Fastener, Turn 


12 


a 


74-33854-01 


Fastener, Turn 


1 


16 


74-33962-01 


Support, AC Filter 


5 


1 


74-33963-01 


Cover, A/C Right (Replaces 70-24234-01) 


6 


10 


74-33966-01 


Box. Switch 


6 


1 


74-33971-01 


Filler. Gap 


3 


9 


74-33973-01 


Support, Center 


3 


16 


74-33974-01 


Tray. AC Filter 


3 


2 


74-33975-01 


Channel. A/C Right (Replaces 70-24234-01) 


6 


3 


74-33976-02 


Cover, Top Power Supply (added) 


4 


IB 



IB 
19 
20 
21 
17 



PART NO. 



74-33980-^1 
74-33980-01 
74-34061-01 
74-34062-01 
74-34063-01 
74-34064-01 
74-34065-01 
74-34056-01 
74-34067-01 
74-34068-01 
74-34069-01 
74-34123-01 

74-34123-02 
74-34124-01 
74-34124-02 
74-34125-01 
74-34128-01 
74-34363-01 
74-34424-01 
74-34425-30 
74-34425-01 
74-34431-01 
74-34432-01 
74-34638-01 
74-34845-01 

74-35417-01 
74-36425-01 
74-36498-01 
74-36498-01 
74-36556-01 
74-37040-01 
74-39621-01 
74-39622-01 
74-39523-01 
74-39624-01 
74-39625-01 
74-39626-01 
74-39818-01 

90-00030-40 
90-00039-28 
90-CC039-28 
90-00063-78 
90-00063-78 
90-00063-78 
90-06032-01 
90-06557-00 
90-06565-00 
90-06565-00 



BA213 ENCLOSURE INDEX BY DEC PART NUMBER 



DESCRIPTION 



FIG 
NO. 



insulator. Backplane 

Insulator, Backpf^ne 

Door 

Channel, Front l^anel 

Tumbler 

l^tch. Pull 

L^tch. Slide 

Spring, Channel 

Bezel. Switch 

Wheel, Base 

Shaft. Wheel 

Bracket. Top Right Hand 

Bracket, Top Left Hand 

Bracket, Bottom Right Hand 

Bracket, Bottom Left Hand 

Bracket, Side 

Bracket, Corner 

Stop, Door Position 

Sleeve 

Nameplate. BA213 

Logo 

Support, Spring 

Bracket, V\/all Mount 

Support, Mounting 

Support, Label 

Switch, Frame 

Panel, 5 1/4" Tape Drive Filler 

Bracket, Bottom and Top Drive 

Bracket. Bottom and Top Drive 

Bracket. Power Supply (deleted) 

Plate. Cover (added) 

Support. Top Card Cage (Replaces 74-33580-01) 

Card Cage, Bottom (Replaces 74-33561-01) 

Panel, Left Side (Replaces 74-33559-01) 

Panel, Right Side (Replaces 74-33558-01) 

Support, Fan (Replaces 74-33582-01) 

Panel, Backplane Support 

Washer, Shoulder 

Rivet 

Screw. Mach Flat Hd No. 6-32 x 5/32 
Screw. Mach Flat H6 No. 6-32 x 5/32 
Screw. Self Tap Truss Hd No. 8x5/18 
Screw, Self Tap Truss Hd No. 6 x 6/16 
Screw, Self-Tap Truss Hii No. 6x5/16 
Screw, Phi Pan Hd No. 6-32 x 2 
Nut, Kep No. 4-40 
Nut, Kep No. 10-32 
Nut. Kep No. 10-32 



ITEM 
NO. 



D 



^A 


2 


8 


2 


11 


3 


11 


4 


11 


11 


11 


8 


11 


9 


11 


5 


11 


2 


12 


2 


12 


3 


11 


12 


11 


13 


11 


14 


11 


15 


10 


2 


10 


1 


11 


6 


10 


6 


1 


21 


11 


17 


4 


4 


1 


Not Shown 


1 


Not Shown 


12 


6 


1 


14 


1 


19 


18 


25 


16 


19 


4 


15 


2 


16 


3 


11 


3 


3 


3 


24 


3 


23 


3 


4 


8A 


1 


8A 


7 



3 

16 

16 

a 

2 

8A 

7 

5 

5 

6 



<^ 



B 



8 

26 

20 

4 

IS 

5 

4 

14 

12 

8 
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BA213 ENCLOSURE INDEX BY DEC PART NUMBER 



PART NO. 



90-06661-00 
90-06661-00 
90-06664-00 
90-06664-00 
90-07031-00 
90-07031-00 
90-07031-00 
90-07031-00 
90-07032-00 
90-07032-00 
90-07064-00 
90-07064-00 
90-07649-00 
90-07786-00 
90-08055-00 
90-08185-00 
90-08185-00 
90-08264-00 
90-08404-02 
90-08404-02 
90-08404-02 
90-08404-02 
90-08525-01 
90-08525-01 

90-09228-10 
90-09257-05 
90-09282-00 
90-09282-00 
90-09385-00 
90-09643-00 
90-09700-00 
90-09800-04 
90-09800-04 
90-09800-06 
90-09800-06 
90-09800-08 
90-09800-08 
90-09984-07 
90-09984-07 
90-10115-00 
90-10155-00 
90-10917-01 
90-10971-01 



91-07785-00 
91-07786-11 
91-07786-66 
91-07796-33 
91-07796-99 
91-07828-54 



DESCRIPTION 



FIG 
NO. 



Washer, Rat 

Washer, Flat 

Washer. Flat 

Washer, Flat 

Tie, Cable 

Tie, Cable 

Tie, Cable 

Tie, Cable (deleted) 

Tie. Cable (Not Shown) 

Tie, Cable (deleted) 

Plug. Button (added) 

Plug, Button 

Washer, External Tooth Lock No. 

U-Nut, Retainer 

Nut. Kep No. 6-32 

Nut. Kep No. 6-32 

Nut. Kep No. 6-32 x 1/4 (added) 

Clamp, Cable (deleted) 

Screw. Mach Flat Phi Hd No 

Screw. Mach Flat Phi -Id No 

Screw. Phi Flat Hd No. 6-32 

Screw. Mach Flat Phi Hd No 

Bumper, Square Rubber 

Bumper, Square Rubber 



6-32 X 5/16 
6-32 X 5/16 
X 5/16 
6-32 X 5/16 



Screw, Sems Phi Pan Hd No. 10-32 x 3/8 
Ring, Retainer 

Screw, Sems Phi Pan Hd No. 10-32 x 15/16 
Screw, Sems Phi Pan Hd No. 10-32 x 5/16 
Pin, Roll 

Screw, Sems Phi Pan Hd No. 4-40 x 3/8 (deleted) 
Screw, Sems Phi Pan Hd No. 10-32 x 1/2 
Screw. Self-Tap Phi Pan Hd No. 8-16 x 3/8 
Screw. Self-Tap Phi Pan Hd No. 8-16 x 3/8 
Screw, Phi Pan H6 Self-Tap No. 6-19 x 3/8 
Screw, Phi Pan Hd No. 6-19 x 3/8 
Screw, Self-Tap Phi Pan Hd No. 8-16 x 1/2 
Screw. Self -Tap Phi Pan Hd No. 8-16 x 1/2 
Screw, Sems Phi Pan Hd No. 6-32 x 5/16 
Screw, Sems Phi Pan Hd No. 6-32 x 5/16 
Nut. Well No. 6-32 

Screw, Sems Phi Pan Hd No. 6-32 x 5/16 
Screw. Mach Flat Hd (Metric No. 02.5 x .08) 
Screw. Mach Phi Truss Hd No. 6 x 5/16 
(Replaces 90-00063-78) 

Wire. Strand Biack, 18AWG 
Wire. Stranii Brown. 18AWQ 
Wire. Strand Blue, 18AWG 
Wire, Strand Orange, 22AWG 
Wire. Strand White. 22AWG 
Wire. Strand Yellow/Green. 18AWG 



1 

10 

5 

6 

6 

5 

9 

4 

16 

2 

2 

1 

4 

1 

4 

2 

2 

2 

15 

13 

15 

13 

8A 

8 

1 

11 

1 

12 

12 

4 

1 

11 

10 

12 

11 

1 

10 

4 

5 

7 

14 

16 

5 



9 
9 
9 
9 
9 
9 



ITEM 
NO. 



7 

7 

11 

7 

6 

7 

10 

16, 

Not Shown 

4 

12 

15 

12 

Not Shown 

6 

6 

17 

3 

6 

15 

16 

23 

6 

5 

Not Shown 

10 

12 

9 

4 

19 

Not Shown 

16 

3 

7 

7 

6 

8 

21 

9 

3 

22 

15 

16 



9 
9 
9 
9 
9 
9 



PART NO. 



BA213-A2 
BA213-A3 
BA213-B2 
BA213-B3 
BA213-E3 
BA213-EA 
BA213-F3 

BA213-FA 

BA213-RA 
BA213-WA 

EK-BA200-IN 
EK-BA200-IN 

H7868-A 
H7868-A 
H7868-B 
H7868-B 

KDA50-SA 
KFQSA-SA 

M71 64-00 
M71 65-00 
M7546-00 
M7559-00 
M7769-00 
M9060-YA 

RA70-A 

RA70E-SA 

RD53-EA 

RD53A-SA 

RD54-EA 

RD54A-SA 

RF30-EA 

RF30E-SA 

RF71-EA 

RF71E-SA 

RQDX3-00 

RQDX3-SA 

TK50-EA 

TK50E-SA 

TK70-EA 

TK70E-SA 

TQK50-SA 

TQK70-SA 



BA213 ENCLOSURE INDEX BY DEC PART NUMBER 



DESCRIPTION 



BA213-A2 

BA213-A3 

BA213-B2 

BA213-B3 

BA213-E3 

BA213-EA 1 

BA213-F3 2 



PS 120V w/o Skins 

PS 240V w/o Skins 

PS 120V w/o Skins 

PS 240V w/o Skins 

PS 240V w/Skins 

PS 120V w/Skins 

PS 240V w/o Skins Rack Mount/ 
Wall Mount Kit 
BA213-FA 2 PS 240V w/o Skins Rack Mount/ 

Wall Mount Kit 
KIT, RACK MOUNT BA213 LARGE S-BOX 
KIT, WALL MOUNT BA213 LARGE S-BOX 

Guide, Rack Mount Installation 
Guide, Wall Mount Installation 

POWER SUPPLY ASSEMBLY. H7868 100/1 20V 
POWER SUPPLY ASSEMBLY. H7868 100/120V 
POWER SUPPLY ASSEMBLY. H7868 220/240V 
POWER SUPPLY ASSEMBLY. H7868 220/240V 

KIT. SDI CONTROLLER 

KIT. KFQSA-SA DSSI Q-BUS CONTROLLER 

Module, QDA Processor. Quad 
Module, QDA. SDA, Quad 
Module, Q-bus Tape Controller 
Module, Tape Controller 
Module, DSSI Controller RF and TF 
Module, Load 

DISK DRIVE, 280 MB 5.25 inch WINCHESTER 

KIT, RA70E DISK DRIVE MOUNTING 

DISK DRIVE, 5.25 inch w/No Skid Plate 

KIT, RD53A DISK DRIVE MOUNTING W/CABLES 

DISK DRIVE, 5.25 inch w/No Skid Plate 

KIT, RD54A DISK DRIVE MOUNTING W/CABLES 

DISK DRIVE, HALF HEIGHT w/o SKID PLATE 

KIT. RF30 DISK DRIVE MOUNTING w/CABLES 

DISK DRIVE, w/o SKID PLATE 

KIT, RF71 DISK DRIVE MOUNTING w/CABLE 

Module. RD/RX Controller 

KIT. RQDX3-S Q-Bus CONTROLLER 

Tape Drive TK50 w/o Skid Plate 
KIT, TK50 TAPE DRIVE MOUNTING 
Tape Drive TK70 w/o Skid Plate 
KIT, TK70 TAPE DRIVE MOUNTING 
KIT, Q-bus CONTROLLER 
KIT, Q-bus CONTROLLER 



FIG 
NO. 



ITEM 
NO. 



15 
15 
15 
15 
*5 
15 



N/A 
N/A 
N/A 
N/A 
N/A 
N/A 
N/A 

N/A 

Not Shown 
Not Shown 



1 


Not Shown 


1 


Not Shown 


2 


2 


4 


N/A 


2 


2 


4 


N/A 


14 


N/A 


16 


N/A 


14 


5 


14 


6 


15 


1 


15 


11 


16 


1 


1 


3 


14 


15 


14 


N/A 


13 


10 


13 


N/A 


13 


18 


13 


N/A 


16 


16 


16 


N/A 


16 


22 


16 


N/A 


13 


1 


13 


N/A 



5 

N/A 

15 

N/A 

N/A 

N/A 



B 



Troi ILLUSTRATED BREAKDOWN^ »gt^ 
FOR BA213 ENCLOSURE D ID 



SCALE 1/1 



I SHEET 24 OF 29 



. BA2 13-0-0 

DgmxEmn 



D 



1 




D 



3E 



B 



DESCRIPTION 



BA213 ENCLOSURE INDEX BY DEC PART DESCRIPTION 

DEC FIG. ITEM 

PART NO. NO. NO. 



BA213-A2 1 PS 120V w/o Skins 

BA213-A3 1 PS 120V w/o Skins 

BA213-B2 2 PS 120V w/o Skins 

BA213-B3 2 PS 240V w/c Skins 

BA213-E3 2 PS 240V w/Skins 

BA213-EA 1 PS 120V w/Sklns 

BA213-F3 2 PS 240V w/o Skins Rack Mount/ 

Wall Mount Kit 
BA213-FA 2 PS 240V w/o Skins Rack Mount/ 

Wall Mount Kit 
BACKPLANE ASSEMBLY. BA213 
BACKPLANE ASSEMBLY, BA213 
BACKPLANE ASSEMBLY, BA213 
BACKPLANE ASSEMBLY. BA213 

Backplane, 12 Slot BA200 (added) 
Backplane. 12 Slot O-Bus 
Backplane, 12 Slot Q-Bus 
BASE ASSEMBLY 
BASE ASSEMBLY 
Base. Lower 
Bezel, Switch 
Box, Switch 

Bracket Assembly, Shipping 
Bracket, Bottom and Top Drive 
Bracket, Bottom and Top Drive 
Bracket, Bottom Drive 
Bracket, Bottom Drive 
Bracket, Bottom Drive 
Bracket, Bottom Drive 
Bracket, Bottom Drive 
Bracket, Bottom Left Hand 
Bracket, Bottom Right Hand 
Bracket, Corner 

Bracket, Fan 

Bracket, Power Supply (deleted) 
Bracket, Side 
Bracket, Top Drh^e 
Bracket, Top Drive 
Bracket, Top Drive 
Bracket, Top Drive 
Bracket. Top Drive 
Bracket, Top Left Hand 
Bracket, Top Right Hand 
Bracket. Wail Mount 
Bulkhead Assemt>ly, Front 
Bulkhead Assembly, Front Dual 
Bulkhead Assembly, Front Dual 
Bumper, Square Rubber 
Bumper, Square Rubber 
Bushing, Captive Screw 



BA213-A2 
BA213-A3 
BA213-B2 
BA213-B3 
BA213'E3 
BA213-EA 
BA213~F3 

BA213-FA 

70-23712-01 
70-23712-02 
70-23712-01 
70-23712-01 



1 

2 

8A 

8 

8A 



N/A 
N/A 
N/A 
N/A 
N/A 
N/A 
N/A 

N/A 

13 

N/A 
N/A 
N/A 



54-16791-02 


8A 


4 


54-16791-01 


8 


3 


54-16791-01 


8A 


3 


70-24046-01 


12 


N/A 


70-24046-01 


1 


5 


74-33650-01 


12 


1 


74-34067-01 


11 


2 


74-33966-01 


6 


1 


70-24054-01 


3 


13 


74-36498-01 


16 


25 


74-36498-01 


16 


19 


74-33573-02 


15 


8 


74-33573-02 


15 


18 


74-33573-02 


13 


13 


70-24559-02 


14 


19 


74-33573-02 


13 


21 


74-34124-02 


11 


15 


74-34124-01 


11 


14 


74-34126-01 


10 


1 


74-33565-01 


7 


1 


74-36558-01 


4 


15 


74-34125-01 


10 


2 


74-33573-01 


13 


14 


74-33573-01 


15 


17 


74-33573-01 


13 


22 


74-33573-01 


15 


7 


70-24559-01 


14 


18 


74-34123-02 


11 


13 


74-34123-01 


11 


12 


74-34432-01 


1 


Not Shown 


70-23981-01 


1 


11 


70-23982-01 


1 


4 


70-23982-02 


1 


2 


90-08525-01 


8A 


6 


90-08525-01 


8 


5 


12-27446-01 


4 


10 



DESCRIPTION 



BA213 ENCLOSURE INDEX BY DEC PART DESCRIPTION 

DEC FIQ. ITEM 

PART NO. NO. NO. 



Cable 
Cable 
Cable 
Cable 
Cable 
Cable 
Cable 
Cable 
Cable 
Cable 
Cable 
Cable 



Assembly 
Assembly 
Assembly 
Assembly, 
Assembly, 
Assembly, 
Assembly, 
Assembly, 
Assembly, 
Assembly, 
Assembly, 
Assembly, 



Flat Ribbon, 
Rat Ribbon, 
Rat Ribt>on, 
Rat Ribbon, 
Rat Ribbon, 
Rat Ribbon, 
Flat Ribbon, 
Flat Ribbon, 
Flat Ribbon, 



10 Conductor 
10 Conductor 
10 Conductor 
10 Conductor 
10 Conductor 
20 Conductor 
20 Conductor 
34 Conductor 
34 Conductor 



Cable Assembly, Flat Ribbon, 40 Pin 

Cable Assembly, Flat Ribbon, 50 Pin 

Cable Assembly, Flat Ribbon, 50 Pin Daisy Chain 

Cable Assembly, Flat, 04 Conductor 

Cable Assembly, Flat, 20 Conductor 

Cable Assembly, Round, 50 Conductor 

Cable Assembly, Round, 50 Conductor 

Cable Assembly, Round, 50 Conductor 

Cable Assembly, SI Shielded Coax 

Cable Assembly, TK Power 5 Pin to 4 Pin 

Card Cage. Bottom (Replaces 74-33561-01) 

Card Guide 

Card Guide, 6 Slot 

Channel, A/C Right (Replaces 70-24234-01) 

Channel, Front Panel 

Circuit Breaker 

Clamp, Cable (deleted) 

Clip, Wire Routing 

Clip, Wire Routing (Replaces 12-21249-04) 

Connector, (J3) 3-Pin Power Receptacle 10A, 250V 

Connector, (PI) Unh^ersal Socket Mate-N-Lok 

Connector, (P2) IDC 

Connector, (P3) Power Receptacle 

Cord, Power 

COVER ASSEMBLY, TOP POWER SUPPLY 

(Replaces 74-33976-01) 
Cover, A/C Right (Replaces 70-24234-01) 
Cover, Power Supply 
Cover, Top 
Cover, Top 
Cover, Top Power Supply (added) 

DISK DRIVE. 280 MB 5.25 Inch WINCHESTER 
DISK DRIVE. 5.25 Inch w/No Skid Plate 
DISK DRIVE, 5.25 Inch w/No Skid Plate 
DISK DRIVE. HALF HEIGHT w/o SKID PLATE 



17-01363-01 
17-01363-01 
17-01360-01 
17-01964-01 
17-01938-01 
17-01641-01 
17-01641-01 
17-01936-01 
17-00282-03 
17-00282-03 
17-00286-03 
17-00288-03 

70-18447-00 
70-18448-00 
17-01836-01 
17-01503-01 
17-00847-06 
17-01361-01 
17-01931-01 
17-02059-01 
17-00951-03 
17-01937-01 
74-39622-01 
12-26912-01 

74-33564-01 
74-33975-01 
74-34062-01 
12-19912-06 
90-08264-00 
12-21249-04 
12-21249-06 
12-17874-02 
12-12167-01 
12-15815-00 

12-25571-01 
17-00083-43 
70-22808-01 

74-33963-01 
74-33417-01 
74-33571-01 
74-33646-01 
74-33976-02 

RA70-A 
RD53-EA 
RD54-EA 
RF30-EA 



15 
15 
2 
16 

ie 

13 
14 
16 
13 
13 
13 
13 

14 

14 

16 

14 

14 

13 

16 

16 

14 

16 

3 

3 

3 

6 

11 

4 

2 

5 

2 

5 

9 

9 

9 
1 

4 

6 

4 
3 

10 
4 

14 
13 
13 
16 



2 

12 

7 

3 

21 

3 

4 

27 

16 

24 

25 

17 

7 

8 

9 

16 

17 

2 

2 

2A 

3 

11 

3 

6 

5 

3 

4 

3 

3 

10 

8 

15 

5 

7 

1 
8 
18 

10 
20 
25 
10 
18 

15 
10 
18 
16 



D 



<f- 



B 



TITLE 



ILLUSTRATED BREAKDOWN 
FOR BA213 ENCLOSURE 



SCALE 1/1 I SHEET aSOFaT 



B IB 



BA21 3-0-0 



O'STi 1 I I I I I I J, 



1 




199Q 



D 



— ^ 



B 



DESCRIPTION 



BA213 ENCLOSURE INDEX BY DEC PART DESCRIPTION 

DEC RG. 



PART NO. 



NO. 



ITEM 
NO. 



DISK DRIVE, w/o SKID PLATE 
Distribution Assembly, Cable 
Door 

ENCLOSURE ASSEMBLY. BA213 
ENCLOSURE ASSEMBLY. BA213 1 PS 120V 
ENCLOSURE ASSEMBLY. BA213 1 PS 120V 
ENCLOSURE ASSEMBLY. BA213 1 PS 240V 
ENCLOSURE ASSEMBLY, BA213 1 PS 240V 
ENCLOSURE ASSEMBLY. BA213 2 PS 120V 
ENCLOSURE ASSEMBLY. BA213 2 PS 120V 
ENCLOSURE ASSEMBLY. BA213 2 PS 240V 
ENCLOSURE ASSEMBLY. BA213 2 PS 240V 
ENCLOSURE ASSEMBLY. SHELL 
ENCLOSURE ASSEMBLY, SHELL 
Enciosure, Power Supply (Replaces 74-33416-01) 
Enclosure, Side 

FAN ASSEMBLY 

FAN ASSEMBLY 

Fan, Tube Axial 4 1/2 Inch 

Fastener, Turn 

Fastener, Turn 

Filler, Gap 

Filler, Power Supply Assembly 

FILTER ASSEMBLY, INPUT 

Finger, Grounding 

Finger, Grounding 

Finger, Grounding 

Foam, Back 

Foam. Top 

Foam, Top 

Foam, Top 

Foam. Top Right 

FRAME ASSEMBLY. BA213 

FRAME ASSEMBLY, BA213 

Grommet 

Grommet 

Guide, Rack Mount Installation 

Guide, Wall Mount Installation 

Hardware, Rack Mount 
Hardware, Wall Mount 
Harness Assembly 
HARNESS ASSEMBLY, H7868 
HARNESS ASSEMBLY. H7868 
Harness Assembly, Left Power 
Harness Assembly, Left Power 
Harness Assembly, Left Power 
Harness Assembly. Right Power 



RF71-EA 

70-24546-01 

74-34061-01 

N/A 

70-24227-01 

70-24227-01 

70-24227-02 

70-24227-02 

70-24227-03 

70-24227-03 

70-24227-04 

70-24227-04 

70-24037-01 

70-24037-01 

74-33416-02 

74-33569-01 

70-23998-01 
70-23998-01 
12-23609-04 
74-33854-01 
74-33854-01 
74-33971-01 
70-23996-01 
70-23769-01 

12-26922-01 
12-26922-01 
12-26922-01 
74-33978-01 
74-33977-04 
74-33977-01 
74-33977-03 
74-33977-02 
70-24255-01 
70-24255-01 

12-25469-03 
12-25469-04 
EK-BA200-IN 
EK-BA200-IN 

70-24263-02 
70-24263-01 
17-01362-01 
70-23366-01 
70-23366-01 
17-01362-02 
17-01989-01 
17-01362-02 
17-01990-01 



16 
14 
11 

1 

1 

2 

1 

2 

2 

1 

1 

2 

1 

10 

4 

3 

7 

2 

7 

12 

1 

3 

2 

5 

6 
4 
3 
3 
3 
3 
3 
3 
3 
2 

3 
5 
1 
1 

1 

1 

1 

9 

4 

13 

16 

14 

16 



22 

2 

3 

N/A 

1 

N/A 

1 

N/A 

N/A 

1 

1 

N/A 

9 

N/A 

17 

22 

N/A 

9 

2 

8 

16 

9 

11 

N/A 

4 

14 

10 

17 

21 

18 

20 

19 

N/A 

1 

7 
8 

Not Shown 
Not Shown 

Not Shown 

Not Shown 

20 

N/A 

2 

8 

7 

11 

8 



DESCRIPTION 



BA213 ENCLOSURE INDEX BY DEC PART DESCRIPTION 

DEC FIG. ITEM 

PART NO. NO. NO. 



Harness Assembly. Right Power 
Harness Assembly. Right Power 
Harness Assembly, Wire 

INPUT ASSEMBLY. FILTER 
Insulator. Backplane 
Insulator. Backplane 

Jumper Assembly, 2-Pin Mate-N-Lock, 1 20V 
Jumper, AC Input 
Jumper, AC Input 
Jumper, AC Input Ground 

Key, Plastic 

KIT. BIZ ACCESSORIES 

KIT. CONTROLLER and DISK DRIVE MOUNTING 

KIT, KFQSA-SA DSSI Q-BUS CONTROLLER 

KIT, Q-bus CONTROLLER 

KIT, Q-bus CONTROLLER 

KIT, RA70E DISK DRIVE MOUNTING 

KIT. RACK MOUNT BA213 LARGE S-BOX 

KIT, RD53A DISK DRIVE MOUNTING W/CABLES 

KIT, RD54A DISK DRIVE MOUNTING W/CABLES 

KIT. RF30 DISK DRIVE MOUNTING w/CABLES 

KIT. RF71 DISK DRIVE MOUNTING w/CABLE 

KIT, RQDX3-S Q-Bus CONTROLLER 

KIT. SDI CONTROLLER 

KIT. SDI CONTROLLER and DISK DRIVE MOUNTING 

KIT. TK50 TAPE DRIVE MOUNTING 

KIT. TK70 TAPE DRIVE MOUNTING 

KIT. WALL MOUNT BA213 LARGE S-BOX 

KITS. CONTROLLER and DISK DRIVE MOUNTING 

KITS, Q-bus CONTROLLER and TAPE DRIVE MOUNTING 

Ubel. ''BA2XX Rev** (Rolled) (added) 

Ubel. '*BA2XX Rev" (Rolled) (Not Shown) 

Ubel, **BA2XX Rev" (Rolled) (Not Shown) 

Ubel. ''Blank Bar Code** 

Ubel, "Blank Bar Code" 

Ubel, * 'Control Panel" 

Ubel. "Danger High Voltage" 

Ubel, "Ground Symt.ol w/Clrcle" 

Ubel. "Ground Symbol" 

Ubel. "H7868-A" 

Ubel. "H7868-B" 

Ubel. "ID" 

Ubel. "Logo Model" 

Ubel. "Module Number (M7164)" 

Ubel. "Module Numbei (M7165)" 

Ubel. "Module Number M9060-YA" 

Ubel, "Module Number" 



17-01362-01 
17-01362-01 
17-01469-01 

70-23769-01 
74-33980-01 
74-33980-01 

70-23770-01 
70-24004-02 
70-24004-01 
70-24007-01 

12-17119-01 

70-24316-08 

N/A 

KFQSA-SA 

TQK70-SA 

TQK50-SA 

RA70E-SA 

BA213-RA 

RD53A-SA 

RD54A-SA 

RF30E-SA 

RF71E-SA 

RQDX3-SA 

KDA50-SA 

N/A 

TK50E-SA 

TK70E-SA 

BA213-WA 

N/A 

N/A 

36-29163-05 
36-29163-07 
36-29183-07 
36-18460-05 
36-18460-05 
36-29341-01 
36-10267-02 
38-12630-02 
36-12680-00 
38-27463-01 
38-27463-02 
36-16073-00 
36-27354-25 
36-26883-48 
38-26883-47 
38-26883-17 
38-26883-11 



13 
14 
6 

2 
8 
8A 

4 
5 
5 
5 

1 

1 

16 

16 

15 

15 

14 

1 

13 

13 

18 

18 

13 

14 

14 

15 

15 

1 

13 

15 

4 

15 

15 

4 

5 

16 

4 

5 

t 

4 

4 

9 

1 

14 

14 

1 

15 



9 

10 

5 

10 

2 

2 

7 
4 
3 
5 

Not Shown 

Not Shown 

N/A 

N/A 

N/A 

N/A 

N/A 

Not Shown 

N/A 

N/A 

N/A 

N/A 

N/A 

N/A 

N/A 

N/A 

N/A 

Not Shown 

N/A 

N/A 

Not Shown 

Not Shown 

Not Shown 

Not Shown 

Not Shown 

13 

Not Shown 

Not Shown 

Not Shown 

Not Shown 

Not Shown 

11 

Not Shuwn 

13 

14 

Not Shown 

4 
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DESCRIPTION 



BA213 ENCLOSURE INDEX BY DEC PART DESCRIPTION 

DEC FIG. ITEM 

PART NO. NO, NO. 



Ube«, "Module Number" 
Label, "Module Number** 
Label. "Module Number** 
Label. "Pedestal. UK 100V** 
Label. "Pedestal. UK 220V** 
Ubel, "Pedestal. USA 100V** 
Ubel. "PedestaL. USA 220V" 
Label. "Power Supply H7868-A** 
Ubel. "Power Supply H7868-B** 
Ubel. "RA70 OCP" 

Ubel. "S-Box MU** 

Ubel. "S-Box TK Cartridge Removal'* (Not Shown) 

Ubel. * 'Serial/Model 100V Made in UK" 

Ubel. "Serial/Model 100V Made in USA" 

Ubel. **Serial/Modei 220V Made in UK" 

Ubel. "Serial/Model 220V Made in USA" 

Ubel. "Warning Equipment Rating 100-1 20V" 

Ubel. * 'Warning Equipment Rating 220-240V" 

Ubel. "Warning" (Not Shown) 

Ubel. "Warning" (Not Shown) 

Utch. Pull 
Utch. Slide 
Lens. Encoder Set 
Logo 

Mechanics. Drive 

Mechanics. Drive 

Module. Drive 

Module, Drive 

Module. DSSi Controller RF and TF 

Module. Dual Power Supply EMI Filter 

Module. Load 

Module, Power Supply 

Module. Q-bus Tape Controller 
Module, QDA Processor. Quad 
Module, QDA, SDA. Quad 
Module. RD/RX Controller 
Module. Tape Controller 
Mount Assembly, Bottom Shock 

(Replaces 70-23997-01) 
Mount Assembly. Top Shock 

(Replaces 70-23997-02) 

Nameplate. BA213 
Nut. Kep No. 10-32 
Nut. Kep No. 10-32 
Nut. Kep No. 4-40 
Nut. Kep No. 6-32 
Nut, Kep No. 6-32 



36-26883-45 
36-26883-57 
36-26883-10 
36-27838-30 
36-27838-29 
36-27838-31 
36-27838-28 
36-26511-01 
36-26511-02 
36-28130-01 

36-27923-01 
36-28182-01 
36-27329-02 
36-27329-01 
36-27329-04 
36-27329-03 
36-17905-16 
36-17905-17 
36-29342-01 
36-29342-01 

74-34064-01 
74-34065-01 
12-28766-19 
74-34426-01 

70-23537-01 

70-23536-01 

54-18316-02 

54-18247-01 

M7769-00 

54-17079-01 

M9060-YA 

54-16879-01 

M7546-00 
M71 64-00 
M71 65-00 
RQDX3-00 
M7559-00 

70-25452-03 

70-25452-04 

74-34425-30 
90-06565-00 
90-06565-00 
90-06557-00 
90-08185-00 
90-08055-00 



15 

16 

13 

1 

1 

1 

1 

4 

4 

14 

1 

15 

1 

1 

1 

1 

1 

1 

15 

15 

11 
11 
16 
11 

16 

16 

16 

16 

16 

5 

1 

4 

15 
14 
14 
13 
15 



1 
5 
8 
5 
2 
4 



14 

6 

7 

Not Shown 

Not Shown 

Not Shown 

Not Shown 

Not Shown 

Not Shown 

12 

Not Shown 
21 

Not Shown 
Not Shown 
Not Shown 
Not Shown 
Not Shown 
Not Shown 
Not Shown 
Not Shown 

8 
9 
12 
17 

22 
16 
22 

16 

1 

2 

3 

1 

1 
5 
6 

1 
11 

17 

18 

21 

12 

8 

14 

6 

6 



BA213 ENCLOSURE INDEX BY DEC PART DESCRIPTION 



DESCRIPTION 



Nut, Kep No. 6-32 x 1/4 (added) 
Nut. Well No. 6-32 

OCP Assembly 
OCP Assembly 

Pad. Insulator 
Pan, Bottom 
Panel Assembly, Access 
Panel Assembly, Front 
PANEL ASSEMBLY, FRONT 
Panel Assembly. Front 
PANEL ASSEMBLY, FRONT 
Panel Assembly. Front (DSSI) 
Panel, 5 1/4" Tape Drive Filler 
Panel, Backplane Support 
Panel, Backplane Support 
Panel. Blank Dual 

Panel, Blank Dual 

Panel, Blank Dual 

Panel, Front 

Panel, Front Assembly 

Panel, Left Side 

Panel, Left Side (Replaces 74-33559-01) 

Panel, Rear 

Panel, Right Side 

Panel, Right Side (Replaces 74-33558-01) 

Pin, Roll 

Plate Assembly, Connector 

Plate, Cover (added) 

Plug. Button 

Plug. Button (added) 

Plug, External Terminator 

POWER SUPPLY ASSEMBLY. H7868 100/1 20V 

POWER SUPPLY ASSEMBLY. H7868 220/240V 

POWER SUPPLY ASSEMBLY, H7868 100/1 20V 

POWER SUPPLY ASSEMBLY, H7868 220/240V 

Ring, Retainer 
Rivet 

Screw, Captive No. 6-32 (added) 
Screw, Mach Flat Hd (Metric No. 02.5 x .08) 
Screw. Mach Flat Hd No. 6-32 x 5/32 
Screw. Mach Flat Hd No. 6-32 x 5/32 
Screw. Mach Flat Phi Hd No. 6-32 x 5/16 
Screw. Mach Flat Phi Hd No. 6-32 x 5/16 
Screw, Mach Flat Phi Hd No. 6-32 x 5/16 
Screw, Mach Phi Truss Hd No. 6x5/16 



)EC 


FIG. 


ITEM 


^ART NO. 


NO. 


NO. 


90-08185-00 


2 


17 


90-10115-00 


7 


3 


70-25752-01 ^ 


16 


4 


70-24538-Or 


14 


1 


74-33418-01 


4 


8 


74-33575-01 


3 


12 


70-25721-01 


2 


14 


70-24534-01 


14 


9 


70-24041-01 


11 


N/A 


70-23995-04 


1 


13 


70-24041-01 


1 


10 


70-25750-01 


16 


5 


74-36425-01 


1 


19 


74-39626-01 


8A 


1 


74-33566-01 


8 


1 


74-33507-01 


15 


3 


74-33507-01 


15 


13 


74-33507-01 


13 


5 


74-33648-01 


11 


1 


70-23995-01 


13 


6 


74-33694-01 


10 


5 


74-39623-01 


3 


24 


74-33651-01 


10 


4 


74-33647-01 


10 


9 


74-39624-01 


3 


23 


90-09385-00 


12 


4 


70-26206-01 


16 


14 


74-37040-01 


2 


16 


90-07064-00 


1 


15 


90-07064-00 


2 


12 


12-29258-01 


16 


10 


H7868-A 


4 


N/A 


H7868-B 


4 


N/A 


H7868-A 


2 


2 


H7868-B 


2 


2 


90-09257-05 


11 


10 


90-00030-40 


3 


8 


12-30239-01 


4 


18 


90-10917-01 


16 


15 


90-00039-28 


16 


20 


90-00039-28 


16 


26 


90-08404-02 


13 


15 


90-08404-02 


13 


23 


90-08404-02 


15 


6 



(Replaces 90-00063-78) 
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DESCRIPTION 



BA213 ENCLOSURE INDEX BY DEC PART DESCRIPTION 

DEC FIG. ITEM 

PART NO. NO. NO. 



Screw. Phi Flat Hd No. 6-32 x 5/16 
Screw. Phi Pan Hd No. 6-19 x 3/8 
Screw, Phi Pan Hd No. 6-32 x 2 
Screw. Phi Pan Hd Self-Tap No. 6-19 x 3/8 
Screw. Self Tap Truss Hd No. 6x5/16 
Screw. Self Tap Truss Hd No. 6 x 5/16 
Screw. Self-Tap Phi Pen Hd No. 8-16 x 3/8 
Screw, Self-Tap Phi Pan Hd No. 8-16 x 1/2 
Screw, Self -Tap Phi Pan Hd No. 8-16 x 1/2 
Screw. Self-Tap Phi Pan Hd No. 8-16 x 3/8 
Screw, Self-Tap Truss Hd No. 6x5/16 
Screw. Sems Phi Pan Hd No. 10-32 x 1/2 



10-32 X 3/8 
10-32 X 5/16 
4-40 X 3/8 (deleted) 
6-32 X 5/16 
6-32 X 5/16 
6-32 X 5/16 



Screw, Sems Phi Pan Hd No. 

Screw, Sems Phi Pan Hd No. 

Screw. Sems Phi Pan Hd No. 

Screw, Sems Phi Pan Hd No. 

Screw, Sems Phi Pan Hd No. 

Screw. Sems Phi Pan Hd No. 

Screw. Sems Phi Pan Hd No. 10-32 x 15/16 

Screw. Sems Slotted Shoulder Hd No. 6-32 x 1/2 

Screw. Shoulder No. 6-32 x 1/2 

(Replaces 12-27771-01 
Screw, Shoulder No. 8-32 
Screw. Shoulder No. 8-32 
Screw. Slotted Filister Hd No. 6-32 x 5/16 

Screw. Slotted Shoulder Hd No. 6-32 x 1/2 
Screw. Slotted Shoulder Hd No. 6-32 x 1/2 
Screw. Slotted Shoulder Hd No. 6-32 x 1/2 
Screw. Slotted Shoulder Hd No. 6-32 x 1/2 
Screw. Slotted Shoulder Hd No. 6-32 x 1/2 
Screw. Slotted Shoulder Hd No. 6-32 x 1/2 
Screw, Thread Roiling Shoulder 
Screw, Thread Rolling Shoulder 
Screwdriver, Flat Blade 
SDB Assembly 
Shaft, Wheel 



Shock 
Shock 
Shock 
Shock 
Shock 
Shock 
Shock 
Shock 
Shock 
Shock 
Shock 
Shock 
Shock 



Assembly. 
Assembly, 
Assembly, 
Assembly. 
Assembly. 
Assembly. 
Assembly. 
Assembly. 
Assembly, 
Assembly, 
Assembly. 
Assembly, 
Assembly. 



Bottom 

Bottom 

Bottom 

Bottom 

Bottom 

Bottom 

Bottom 

Top 

Top 

Top 

Top 

Top 

Top 



90-08404-02 


15 


16 


90-09800-08 


11 


7 


90-06032-01 


7 


4 


90-09800-06 


12 


7 


90-00063-78 
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BA213 ENCLOSURE INDEX BY DEC PART DESCRIPTION 

DEC FIG. ITEM 

PART NO. NO. NO. 



Shock Assembly, Top 

Sleeve 

Spring. Channel 

Spring, Compression 

Spring. Compression 

Stop, Door Position 

Support. AC Filter 

Support. Center 

Support. Fan (Replaces 74-33562-01) 

Support. Label 

Support, Mounting 

Support. Spring 

Support. Top Card Cage (Replaces 74-33560-01) 

SWITCH ASSEMBLY 
SWITCH ASSEMBLY 
Switch, Frame 
Switch. Rocker 

Tape Drive TK50 w/o Skid Plate 
Tape Drive TK70 w/o Skid Plate 
Terminal. (PI) Socket Contact Mate-N-Lok 

{P3) Pin Contact 

(P3) Power 

(P3). 24-Pin 20AWG 



Terminal. 
Terminal, 
Terminal, 
Terminal. Faston 
Tie. Cable 
Tie. Cable 
Tie, Cable 

Tie. Cable (deleted) 
Tie. Cable (deleted) 
Tie. Cable (Not Shown) 
Tray. AC Filter 
Tumbler 

U-Nut, Retainer 

Washer, External Tooth Lock No. 6 

Washer. Flat 

Washer, Flat 

Washer, Flat 

Washer. Flat 

Washer, Retaining (Replaces 12-27764-01) 

Washer, Retaining (Replaces 12-27764-01) 

Washer, Retaining (added) 

Washer, Shoulder 

Weldment Assembly, Top 

Weldment, Bottom Pan 

Wheel, Base 
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BA213 ENCLOSURE INDEX BY DEC PART DESCRIPTION 

DEC FIG. ITEM 

PART NO. NO. NO. 
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wire. Strand Black, 18AWG 
Wire, Strand Blue, 18AWG 
Wire, Strand Brown, 18AWG 
Wire, Strand Orange. 22AWG 
Wire, Strand White. 22AWG 
Wire. Strand Yellow/Green. 18AWG 
Wiring Assembly. Filter 



91-07786-00 
91-07786-66 
91-07786-11 
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91-07796-99 
91-07828-54 
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DISK DRIVE 



HCm TO USE TH£ IFS 

This I^B »s cotmtk^fi fotkNtnn^ tht organtiation and nomtnciatur* 
of Cht en9iiifl«r»n^ (|r»0in««| ttructiirt. 

MAJOR ASSEA^LY LOCATOR 

The MifOf V^t««*«ilv Locator (fint lilusuattonl «< «n irx^K irt«t 
provk^ « dcscrimto^ «%d j figure reference for all iitustractor» used 
m thn manual. 

Ifm^HTtD PAHTS LIST 

Thif manual Ktefiiifief eacft atserr^iy bc«n<| broken <So^mh <f»9u«^e 
reference caltoyU. and all pans of itwt asserrkbiy Further 
brealidown of aq atserr^iy ts shown bv »« attemk C*! prec*d»nq the 
tiem caitoutt m the Description Cofumn The nuanisfr of astert^s 
preceding an item is used to denote the subordination of that iiem 
with respect to Ihe Maior Assembty A smgie axterixit preceding an 
Item descripiicKi indicates that the item is part of the mator 
asserN3ty betn^ illustrated. Items that art subordinate to s*r^e 
asterisks items. 4^e denoted by two asterisks i**) and irnmediateSy 
foik>w the related smgle asterisk item. Additional asterisks »n used, 
as reouired. to csenote further subordination This system of pan 
identification, provides a means lor the user to identify tf>« ne*t 
higher assembly item and make alternate selections lor parts when 
the requiteo replacement part or assembly "S not tmmediateW 
available 

COLUMN CALLDUT DESCRIPTION 

Fifure & Item — IrKJicates the hgure number and «tem numtotr of 

each part, 

Ococnption - Lists the name of the part ^id pertmem 
specilicaiions (vwhen required). Asterisks preceding the description 
denote the subordmatton of the part to the next hi^)er assembly. 



ECO Ctft-ffi - The notmnm m tfet top of ttM coitamn «rs«^cafrs the 
ECO ie*«f o4 thm t^ftmm la^tonK m witacfi thm tPM mm *««itiaity 
prepftrtd S««bs«Q«j*m ECO l«««i ^ne^^amwrn, mm moekf^ exfttm^ 
parts or add ne«« parts to iSw Osmcm, mm tt rnm ^ d m ifee ECO Cut-in 
coiL-mn f^ac to ifie part fhM «t tOO^ o» modi!«ed. A bracket 1 1) 
{recedmf tf«« i«em iimcn&w» ts used to mdicsie tfie parts sificied 
by ECO'i, 

Ve««af«^ Cis^^^mt H&. — ln«^ca«es vendor ^irti that an not stocked 
by DEC. Refer 10 tl*e fs^m S«rv«c« Ssa»ne» Catatof lve»*dor pert 
riumber to DEC pact num^seti for t^e wertc^K coc^ cro»-refererKe. 

Usa^ On Codto — Letteti <n th^ aoi%0tm correspond to tht venation 
cod^s ass'^ned mi f t^re t P«rts with an A^lia r>otatH3nfs} are used 
cniy m those optKm wartjttons. A blank md^ates tisat tf>e part *% 
used on 4II option v^^^ations. 

Re* Et? Wo. — A cross reference betvween illustrations. For e«h 
Major Assemtsfy. the nim^^}^ »n ihts column dern^tes tt»e ♦♦gure of 
the rte&i hK^ief assembly For alt swbasserf^«es. the nurrtber m this 
column denotes the ftgure ^owir^q additional detaaied breakdovwn 

SYI^«OL USAGE 

Mardware Oest^nators — Alpl^ devcjnators *or screws •$) washers 

iWI. nuts <N). an<i ^^ii^ttnq rtni^ (Rt are inserted after the 'teni 

number caitoucs on the tilustratton wtten staciied ttem numbers ^t 

uted 

Attacha*^ Hardware — The *1* symtoo* is mse^ted before any part 
that ts used as attach«n^ lurdware Attacl)«ng hardware is derK>ted as 
those parts that are not an •nie9rai part of the referenced assembly. 

INFRI Not Ft^d Bcpaiccl^ - The INFRl symbol s inserted after 
it\}f assembly that <s not to be <ieid dnmanited. 



OEC Part No. - Lists the C^C part ordering nunibtf. A blank m Otf?«r Symbols - Arty other fymtoots that *r9 required for kits, 
this column indicates a OEC part number was not assigned at the accetsor*es. etc.. will be exptsmed and appear as pact of the item 
tiine of publication ' description 
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Figure I RD53'A Disk Drive Assembly (Sheet 2 Of 2) 
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OeSCRIPTION 



R053-A DISK DRIVE (Winchtsttf) 

•Prt amp PCS 
•Motor Control PCS 

•Owictpca 

•Soleroid 

*Brakt Arm Assembly 
*Qi0, Ground 
•Plati^ Skid 
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HOW TO USE THE IFB 

GlHf^Al, «p«Cfficat«Kts (wfi«« rmj^mmM. A^@nsk« jjrecttlin^ m« 
This iPB It compiled foUowmg ttt« organization and nomen- descnptjon cl€fK>t« t!^ sutxKt^natiOf) of the part to tti® oext 
dalure <^ |he engineering drawing structure higher ass#fiit%. 

M AJOe ASSEMBLY LOCATOR (Vi^hen AppfJcafefe) DSC l^srt ft®, - Lists the jgital part ord^ng number. A blanli 
The Maiof Assembly Locator (first iiiustralioni IS an index that in this column indicates a Digital part number was not 
provides a descnption and a figure reference for all jftustra- assigned at the time ol put>lJcatiofi 
tion^ useii; in this manual 

ECO CuMn- The notation at the loo of this column indicates 
INOiNTED PARTS UST the ECO level of the system (optioni. at which the IPS was 
This manyal identifies each assembly t>emg broken down initiaHy prepared. Subsequent ECO level designations, that 
(figure reference callout). and all parts of that assembly. modify existmg parts or add new parts to the dev^e, are 
Further breakdown of an assembly is shown by an astenskC) inserted tn n\^ ECO Cut-In column next to the part that is 
preceding the item cailouts in the Description Column, The added Q€ mod^fiedl 
number of^stensks preceding an item \% used to denote the 

subordination of that item with respect to the Maior Assembly. Used On Cod© - Letters in this column correspond to the 
A single asterisk preceding an item description indicates that vanation codes assigned m Figure 1. Parts- with an Ai^ma 
the i|em is part of the maior assembly being illustrated. Items notation<sl are used only in those option varietiona. A t^ank 
that ^re suoordinate to single asterisks items, are denoted by indicates that the part is used 00 all option variations^ 
two iisterisks (**) and immediately follow the related smgie 

asterisk Item. Additional astensks are used, as required, to Ref Fig Ho. - A cross reference t^tween illustrations. For 
denote fufther subordination. This system of part identt- each Maior Assembly, the numbe* in this column denotes the 
fication. provides a means for the user to identify the next figure of the next highei iinnemt>ly. For all sut>assembiie3^ the 
higher assembly item and make alternate selections for parts number m this colu^-^ n denotes the figure showir»g additional 
when the required replacement part of assembly is not detailed breakdown 
immediately available. 

PART HUMSER/PART OESCRIPTIOH SORT SECTIOH 
COUUMN CALLOUT DESCRIPTION Parts are sorted both numericariy and alphabetically by 
Figure mmi Item - Indicates the figure number and item descnption. referenced to a location within the IPa by Ttgwe 
number of each part numt>er and item numt^er. 
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R054.A0i^0RlV6 

*0cvic« pca 

•Scr«w, Sfrni r^ Hd No. 4^ x 1/4 

*ScrM. Phi Rat Hd Na 4-40 X 3/16 

•P»«i». Skill 

*Junipcr 

•Screw. Phi PaiT Hd ^te. 6-32 x 5/18 

*aio. Ground 
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HOW TO USE THE IPS 



GENERAL 

This IPB is compiled following the organization and nomen- 
clature of th^ engifieering drawing structure. 

MAJOR AS$f MBtY LOCATOR (When Applicable) 
The Major Assembfy Locatoi '.Hrst illustration) is an index that 
provides a description and a figure reference for all iHustra- 
tions used ir> this i^anual. 

INDENTED PARTS LIST 

This mAn«ial identifies each assembly being broken down 
(figure reference callout), and all parts of that assembly. 
Further breakdown of an assembly is shown by an asterisk (•) 
preceding the item callouts in the Description Column. The 
number of asterisks preceding an item is used to denote the 
subordination of ttfat item with respect to the Major Assembly. 
A Single asterisk preceding an item description indicates that 
the item is part of the major assembly being illustrated. Items 
that are subQrdinafe to single asterisks items, are denoted by 
two aster t.«s (") ^nd immediately follow the related smgie 
asterisk item. Additional asterisks are used, as required, to 
denote further sqbordinatio.? This system of part identi- 
fication, provides ^ means for the usef to identify the next 
higher asserpbly it^m and make alternate selections for parts 
when the required replacement part of assembly is not 
immediately available. 

COLUf^N CALLOflT DESCRIPTION 

Figure and item- Indicates the figure number and item 

number of each p^irt. 



Description - Lists the name of the part and pertinent 
specifications (when required). Asterisk* preceding the 
description denote the subordination of the part to the next 
higher assembly. 

DEC Part No. - Lists the Digital part ordering number.. A blank 
in this column indicates a Digital part number was not 
assigned at the time of puoiication. 

ECO Cut-In - The notation at the top of this column inoicates 
the ECO level of the system (option), at which the IPB was 
initially prepared. Subsequent ECO level designations, that 
modify existing parts or add new parts to tne device, are 
inserted in the ECO Cut-In column next to the parj that is 
added or modified- .^ 

Used On Code - Letters in this column correspond to the 
variation codes assigned in Figure 1. Parts with an Alpha 
notation(s) are used only m those option variations. A blank 
indicates that the pan is used on ail option variations. 

Ref Fig No. - A cross reference between lilustrations. For 
each Maior AssemDiy. the numoer in this column denotes the 
figure of the next hig-.er assembly. For aii subassemolies. the 
number m this column denotes the figure showing additional 
detailed breakdown. 

PART NUMBER/PART DESCRIPTION SORT SECTION 

Parts are sorted coth numerically and alpnaDencally by 
description, referenced to a location within the IPB. by figure 
number and item number. 
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Figure 1. Disk Drive Assembly (Sheet 2 of 2) 
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DISK DRIVE ASSEMBLY {5-1/4) 

•Head/Disk Asj«mbly 

•MODULE ASSEMBLY 

•^Module. Servo 

•*Mo<Juie. R/W 

•Nut. Kep No. 4-40 

*Sho« Plate Assembly 

•Screw. Phi Flat Hd No. S.32 x 5/18 
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70-22434^1 
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HCm TO USE TH€ IPB 

Thit IPS n compcltfd foitovirvnf ih« organtiatton jnd nome«K<«fur« 
of th« (rfM|i<«*irrm9 drawm^ structure 

MAJOR ASSEMBLY tOCATOfI 

Tht Ma}or Atjcmt3iy Locator (first illustrationi is »n index that 
pr<^vfbef a description and a figure reference for ait illustrations used 
in tti« rnonual. 

INOENTFO PARTS LIST 

Tha manual identifies each assembly bemq broken down (figure 
reference calloul}. and all parts of that assembly Further 
breakdown of an assembly is shown by »n asterisk (*} preceding the 
Item callouts m the Description Column The number of ^lertsks 
preceding an item is used to denote the subordination of that item 
with respect to tfM! Major Assembly. A single asterisk preceding an 
Item description indicates that the item is part of the major 
assembly being illustrated- items that are subordinate to sm^e 
asterisks Items, ar^ denoted by two asterisks (**} and immediately 
follow the related single asterisk item. Additional asterisks are used, 
as required to denote further subordination This system of part 
identification, provides a means for the user to identify the r^ext 
higher assembly <iem and make alternate selections for parts when 
the required replacement part or asserr*>ly is not immediately 
available. 

COLUMN CALLOUT DESCRIPTION 

Figure & Item — Irxlicates the figure number and item nxjmbtf of 

each part. 

Description — Lists the liame of tht part and pertinent 
specifications (when required). Asterisks preceding the description 
denote the subordination of the part to the next higher assembly. 



ECO Otttn - Tilt noi«t*o«i ai the top of it^ co<ufnn irnlKatM the 
ECO level of the system (option), at whch the IPB was initially 
prepared SubcequerH ECO level drsignattons. that modify existing 
parts or add new parti to the device, are inserted m the ECO Cut-in 
column neat to the part that is added or modified A bracket (!) 
oreceding the item description it used to irvjicate the parts affected 
by ECOs. 

Vendor Code/Part No. - Indicates vendor parts that -re not stocked 
l>y DEC. Refer to the Field Service Spar<»s Catalog (vendor part 
number to DEC part number) for the vendor code crois-refererKe. 

Used On Code - Letters m this column correspond to the vanatio«i 
codes assigned m Figure 1 Parts with an Alpha notaiionlil are used 
only m those option variations. A blank indicates that the part is 
used on all Option variations. 

Ref fig No. - A cross rtitrtnce between iMustrations. For each 
Major Assembly, the number in this column denotes the figi«re of 
the next higher assembly For all subassemHies. tl.e number m this 
column denotes the figure showing additional detailed breakdown 
SYMBOL USAGE 

Har^rvw Designators — Alpha designators lor Krews <S). washers 
tW). nuts (N). and retaining rings (R) art inserted alter th~ item 
number callouts on the illustration when stacked item numbers art 
used. 

Attachirtg Hardwmtt - The €* symbol is inserted hefore any part 
that IS used at attaching hardware Attaching hardware is denoted as 
ihosf parts that art not an integral part of the referenced assembly 

(NFR) Not Field Repairable - The (NFR) symbol is inserted after 
any assembly that is not to be field dismantled. 



DEC Part No. - Lists the DEC part ordering number. A blank m Other Symboli - Any other symbols that art required for kits. 
th« column indicates a DEC part number was not assigned at the accessories, etc.. will be expiamtd and appear as part of the item 
time of pU>lication c^ncnpiion 
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DESCRIPTION 



TK50 TAPE DRIVE 

*P1«te Skid Assembly {deleted) 

•Plate. Skid 

•insulator Assemblv 

•TK50 Drive Module 

•motor afxJ BASEPLATE ASSEMBLY 

•Bracket. H^d Spring 

•Strain Relief. Head 

•Screw. Phi Pan HiX Self Tap No. 6-32 x 1/4 

•Screw. Ptil Pin Hd Self Tap No. 6-32 x 1/2 

•spring. Head Bracket Extension 

•Bracket. Ht»6 Assembly 

•TACHOMETER ASSEMBLY (deleted) 

•TACHOMETER ASSEMBLY (added) 

•Screw. Phi Pan Hd No. 6-32 x 5/8 

•Washer, Flat 

•EOT/BOT LED-Photo Assembly 

•Screw. Sems Phi Pan Hd No. 6 32 x 5/8 

•Screw. Phi Pan Hd No. 6^32 x 5/16 

•External Shield Assembly 

•Guard. Tape (deleted) 

•Guard. Tape (added) 

•spring, (impression (deleted) 

•Spring. Compression {^<ki^) 

•Retainer, Spring (deleted) 

•Washer. Flat (added) 

•Bail Bearing. Flan^ 

•Capstan (deleted) 

•Capstan. Tachometer (added) 

•Nut. Nylon Self Lock No. 4-40 

•Constraint. Tape 

•ReeL Take-up 

•Leader. Cartridge (Take-up) 

•Washer. Sprirtg 

•Screw. Phi Fillister Hd No. 8-32 x 1/2 

•Spring, Compression 

•Spring. Compression 

•RECEIVER ASSEMBLY (deleted) 

•RECEIVER ASSEMBLY (added) 

•Siting, Torsion 

*Link. Bucklirtg 

"Spring. Compression 
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PART NO. 



TK50-00 

70-21750-01 

74-326964)1 

70-217654)1 

54^15660^00 

70-21736-01 

74-30728-01 

74-29585-01 

90-09906-00 

90-10089-03 

12-22895-01 

70-21142-01 

70-21086^01 

7^21818-01 

9ai0109^00 

12-24692 02 

11-23276^01 

904X)049^01 

90-0(X>49-57 

7a21141-01 

7429297-01 

74-3234401 

12 13656^03 

12-13656-05 

74-30863-01 

12-24692 03 

12-22788-01 

74-27695-01 

74-32346-01 

90-08054-00 

74-29616-01 

74-27668-01 

74-28268-01 

90-10506-01 

90-07641-06 

12-12912-01 

12-22357-01 

70-21085-01 

70-21814-01 

12-23742-01 

74-30916-01 

12-22358-01 
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DESCRIPTION 



•LEADER LATCH ASSEMBLY 
•Retaining Ring. External 
'Switch, Push Button 

* Bezel Assembly 

* Enclosure. Partial Wekknent Ideleted) 
'Enclosure ladcM) 

•Screw. Phi Pan Hd No. 6-32 x 9/16 
'Washer. Internal Tooth Lock No. 6 
'Screw, Sems. External Tooth. Phi Pan Hd 
No. 6-32 X 1/2 (added) 
'Screw. Self Tap. Phi Pan Hd No. 6-32 x 1/2 (added) 
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900925704 
122146408 
70-21812^1 
70^21762 01 
74-32363^01 
9^0602201 
90-09882 00 
90-1017403 

90-00049-36 
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DESCRIPTION 



MOTOR and BASEPLATE ASSEMBLY 

* Baseplate AssemWy 

•Motor. Brushless 

•Screw. Phi Pan Hd No. 6-32 x 5/18 

•Actuator. Oigrtal Linear 

•Shield. Actuator 

•Screw. Phi Pan Hd No. 6-32 x 7/16 

•S^ritch, Thermal 

•Plate. Spring 

•spring, Comprcsjion 

•Drive Hub 

•Driver Reel 

•Washer. Spring 

•Screw. Phi Fit ^d No. 8-32 x 1/2 

•Label. "S/N. TK50" 

•Shim. Plastic (deleted) 

•Washer. Flat 
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70-21736-01 

70-21732 01 
12 22681-01 
90-10089-03 
12-21497-01 
74-29607-01 
90-09905^01 
12-22958-02 
74-31657-01 
12-22356-02 
74-27691-01 
74-27688-01 
90-10506-01 
90-07641-06 
36-1983302 
12 24328-01 

12-24692-02 



ECO 
CUT-IN 
70-21736 
00000 



ILLUSTRATED BREAKDOWN 
FOR TK50 TAPE DRIVE 



USED ON 
CODE 



REF 
FIG 
NO 



TK50 
00006 



9 
6 



?59 

50D 



IB 



TK50-0-0 



\»mrr 4 o» 13 



I 



-c <mc*<A-*3tt>. •«* •*• ' 



(HhOS^l 8118 



PARTS LIST 




FIG. 
& 

ITEM 
NO. 



3- 



DESCRIPTION 



1 
2 
3 

4 

5 

6 

7 

8 

9 

10 

11 

12 



RECEIVER ASSEMBLY (deleted) 
(Set Fi^re 3A) 

•Floof. Receiver 

* Receiver 

•Shaft. Pivot Link 

•Plate. Dutch 

•Link. Right Link 

•Link, Left Link 

•Handle. Engaging 

•INTERPOSER ASSEMBLY 

•Solenoid, Tubular 

•Spring, Torsion 

•Switch. Micro 

•Screw. Phi Pan Hd No. 2 x 3/8 



DEC 
PART NO. 



70-21085^01 



74 29212^1 
74-29217 01 
74-2921S-01 
74-29211-01 
74-29213-01 
7429214-01 
7427678-01 
70-21738-01 
12 22089-01 
12-22538^01 
12-22274 03 
90-10500-01 
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RECEIVER ASSEMBLY (added) 

•Floor, R«c«tv«f ? 

Reccivw 
•Shaft. Pwrt Link 
•pUte. Outch 
•Lif*. Right Dutch 
•Lif*. Uft Outch 
•Handle. En^igir>§ 
•INTERPOSER ASSEMBLY 
•Solenoid. Tubular. 10% VDC 
•spring. Torsion 
•Spring, Handl« Torsion 
•Switch Assembly 
•Screw. Phi Pan Hd No. 2-56 x 3/8 
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70-21814-01 

74-29212-01 
74-3253U-01 
74-29216-01 
74-29211-01 
74-32532-01 
74-32531-01 
74-32529-01 
70-21738-01 
12 22089-01 
12-22538-01 
12 25200-01 
12-25332 02 
90-10500-01 
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DESCRIPTION 



INTERTOSER ASSEMBLY 

*lrTtef poser 

•Mount, Switch 

•Screw. PW Pan Hd Ho. 2 56 x 1/4 

•Swfich. Micro 

•Screw. Phi Pan Hd No. 2 56 k 3/8 



DEC 
PART NO. 



70-21738-01 
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DESCRIPTION 



LEADER LATCH ASSEMBLY 

•Oriv€f,L«nk 
•Roller. Link 
•Arm. Buckling 
•Retaining Ring 
•spring. CompresskKi 
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DESCRIPTION 



TACHOMETER ASSEMBLY (deleted) 
(Sec Figure 6A) 

"Body. Tachometer 

•Mask. EfKoder 

•Bearing. Flanged Ball 

•Washer. Flat Tachometer 

•Guide, Tachometer 

•Saew. Self Tap Phi Pan Hd No. 6 x 1 12 

*Disk. Tachometer Encoder 

• Plate. Tachometer 
•Capstan 

•Retainer. Spring (deleted) 
•Washer. Flat (added) 
*Spring, Compression 

* Retaining Ring 
•|.R. LEOw/Cable 
•Phototransistor w/Cable 
•Shim. Plastic 
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74-29220-01 
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12 24328-02 
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DESCRIPTION 



TACHOMETER ASSEMBLf (added) 



*BodY, TachofTiettr 

*Mask. Encoder 

'Guide, Tachometer 

•Screw. Self Tap Phi Pan Hd No. 6 x 1/2 

*Ptate, Tachometer Cover 

•Disk. Encoder 

•Capstan, Tachometer 

•Bearing. Flanged Bail 

•Ring. Capstan Support 

•Retainer. Spring 

•Spring. Compression 

'Flex Circuit Assembly 

•Nut. Kep. Self Locking. No. 4-40 x 1/4 
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74-32341-01 
74-29220-01 
J4-32343-01 
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PART HO. 



DESCRIPTIOIt 



FIG, 
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PART NUMBER/DESCRIPTION SORT 



11-23276-01 
11-2363*»-02 

12-12912-01 

12-13656-03 

12-13656-0i| 

12-19097-01 

12-21464-08 

12-21497-01 

12-22089-01 

12-22274-03 

12-22274-04 

12-22356-02 

12-22357-01 

12-22353-01 

12-22538-01 

12-22681-01 

12-22788-01 

12-22788-01 

12-22895-01 

12-22958-02 

12-23742-01 

12-24328-01 

12-24328-02 

12-24692-02 

12-24692-02 

15-23633-02 

36-19833-02 

54-15660-00 

70-21085-01 

70-21085-01 

70-21086 

70-21086-01 

70-21087-01 

70-21087-01 

70-21141-01 

70-21142-01 

70-21732-01 

70-21736-01 

70-21736-01 

70-21738-01 

70-21738-01 

70-21750-01 

70-21762-01 

70-21764-01 

70-21765-01 

74-27668-01 
74-27678-01 
74-27688-01 



EOT/ EOT LED-Photo Assembly 
I.R. LEO w/ Cable 

Spring 9 Compression 

Spring, Compression 

Springy Compression 

Spring, Coiapresslon 

Switch, Push Button 

Actuator, Digital Linear 

Solenoid, Tubular 

Switch, Micro 

Switch, Micro 

Spring, Compression 

Spring , Compression 

Spring , Compression 

Spring, Torsion 

Motor, Brushless 

Ball Bearing,. Flanged 

Bearing, Flanged Ball 

Spring, Head Bracket Extension 

Switch, Thermal 

Spring, Torsion 

Shim, Plastic 

Shim, Plastic 

Washer, Flat 

Washer, Flat 

Phototranslstor w/Cable 

Label, "S/N, TK50" 

TK50 Drive Module 

RECEIVER ASSEMBLY 
RECEIVER ASSEMBLY 
TACHOMETER ASSEMBLY 
TACHOMETER ASSEMBLY 
LEADER LATCH ASSEMBLY 
LEADER LATCH ASSEMBLY 
External Shield Assembly 
Bracket, Head Assembly 
Baseplate Assembly 
MOTOR and BASEPLATE ASSEMBLY 
MOTOR and BASEPLATE ASSEMBLY 
INTERPOSER ASSEMBLY 
INTERPOSER ASSEMBLY 
Plate Skid Assembly 
Enclosure, Partial Weldment 
Bezel Assembly 
Insulator Assembly 

Reel, Take-up 
Handle, Engaging 
Driver Reel 
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TI50 SORTED BT DESCRIPTIOn 



PART MO. 
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FIG. 
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74-27691-01 
74-27695-01 
74-27695-01 
74-27698-01 
74-27835-01 
74-27836-01 
74-28286-01 
74-29211-01 
74-29212-01 
74-29213-01 
74-29214-01 
74-29215-01 
74-29216-01 
74-29217-01 
74-29218-01 
74-29219-01 
74-29220-01 
74-29221-01 
74-29222-01 
74-29223-01 
74-29297-01 
74-29585-01 
74-29607-01 
74-29616-01 
74-30728-01 
74-30863-01 
74-30863-01 
74-30916-01 
74-31657-01 

90-00049-01 

90-00049-57 

90-06004-01 

90-06022-D1 

90-07641-06 

90-07641-06- 

90-08054-00 

90-09257-04 

90-09257-04 

90-09257-04 

90-09800-00 

90-09882-00 

90-09905-00 

90-09905-01 

90-10089-03 

90-10089-03 

90-10109-00 

90-10499-01 

90-10500-01 

90-10500-01 

90-10506-01 

90-10506-01 

TK50-00 



Drlvt Hub 

Capstan 

Capstan 

Disk, Tachonettr Encoder 

Driver, Link 

Roller. Link 

Leader, Cartridge (Take-up) 

Plate, Clutch 

Floor, Receiver 

Link, Right Link 

Link, Left Link 

Interposer 

Shaft, Pivot Link 

Receiver 

Mount, Switch 

Body, Tachometer 

Mask, Encoder 

Plate, Tachometer 

Guide, Tachometer 

Arm, Buckling 

Guard, Tape 

Strain Relief, Head 

Shield, Actuator 

Constraint , Tape 

Bracket, Head Spring 

Retainer, Spring 

Retainer, Spring 

Link, Buckling 

Plate, Spring 

Screw, Sems Phi Pan Hd No, 6-32 x 5/8 
Screw, Phi Pan Hd Ho. 6-32 x 5/16 
Screw, Phi Pan Hd No. 2-56 x 1/4 
Screw, Phi Pan Hd Ho. 6-32 x 9/16 
Screw, Fillister Hd Ho. 8-32 x 1/2 
Screw, Fillister Hd Ho. 8-32 x 1/2 
Hut, Hylon Self Lock Ho. 4-40 
Retaining Ring, External 
Retaining Ring 
Retaining Ring 
Screw, Self Tap Ho. 6 x 3/8 
Washer, Internal Tooth Lock Ho. 6 



X 1/2 



Screw, Phi Pan Hd Self Tap Ho. 6-32 x 1/4 

Screw, Phi Pan Hd Ho. 6-32 x 7/16 

Screw, Phi Pan Hd Self Tap Ho. 6-32 

Screw, Phi Pan Hd Ho. 6-32 x 5/16 

Screw, Phi Pan Hd Ho. 6-32 x 5/8 
Washer, 



Flat Tachometer 
Screw, Phi Pan Hd Ho. 2-56 
Screw, Phi Pan Hd Ho. 2-56 
Washer, Spring 
Washer, Spring 

TK50 TAPE DRIVE 



3/8 
3/8 



2 

1 
6 
6 
5 
5 
1 
3 
3 
3 
3 
4 
3 
3 
4 
6 
6 
6 
6 
5 
1 
1 
2 
1 
1 
6 
1 
1 
2 

1 
1 
4 
1 
2 
1 
1 
1 
6 
5 
6 
1 
1 
2 
1 
2 
1 
6 

3 
4 

1 
2 



10 

22 

9 

7 

1 

2 

26 

4 

1 

5 

6 

1 

3 

2 

2 

1 

2 

5 

3 

18 

6 

5 

24 

5 

10 

20 

33 
8 

15 
16 

3 
40 

13 
28 

23 
36 

12 

4 

6 

41 

7 

6 

8 

3 

12 

4 

12 

5 

27 

12 
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Actuator, Digital Linear 
Am, Buckling 

Ball Bearing, Flanged 
Baseplate Asseably 
Bearing, Flanged Ball 
Bezel Asseably 
Body, Tachometer 
Bracket, Head Assembly 
Bracket, Head Spring 

Capstan 
Capstan 
Constraint, Tape 

Disk, Tachometer Encoder 
Drive Hub 
Driver Reel 
Driver, Link 

Enclosure, Partial Weldment 
EOT/BOT LED-Photo Assembly 
External Shield Assembly 

Floor, Receiver 

Guard, Tape 
Guide, Tachometer 

Handle, Engaging 

I.R. LED w/ Cable 
Insulator Assembly 
Interposer 
IHTERPOSER ASSEMBLY 
IHTERPOSER ASSEMBLY 

Label, "S/M, TK50'» 
LEADER LATCH ASSEMBLY 
LEADER LATCH ASSEMBLY 
Leader, Cartridge (Take-up) 
Link, Buckling 
Link, Left Link 
Link, Right Link 

Mask, Encoder 

MOTOR and BASEPLATE ASSEMBLY 

MOTOR and BASEPLATE ASSEMBLY 

Motor, Brushless 

Mount, Switch 

Hut, Hylon Self Lock Ho. 4-40 



12-21497-01 2 

74-29223-01 5 

12-22788-01 1 

70-21732-01 2 

12-22788-01 6 

70-21764-01 1 

74-29219-01 6 

70-21142-01 1 

74-30728-01 1 

74-27695-01 1 

74-27695-01 6 

74-29616-01 1 

74-27698-01 6 

74-27691-01 2 

74-27688-01 2 

74-27835-01 5 

70-21762-01 1 

11-23276-01 1 

70-21141-01 1 

74-29212-01 3 

74-29297-01 1 

74-29222-01 6 

74-27678-01 3 

11-23634-02 6 

70-21765-01 1 

74-29215-01 4 

70-21738-01 4 

70-21738-01 3 

36-19833-02 2 

70-21087-01 5 

70-21087-01 1 

74-28286-01 1 

74-30916-01 t 

74-29214-01 3 

74-29213-01 3 

74-29220-01 6 

70-21736-01 1 

70-21736-01 2 

12-22681-01 2 

74-29218-01 4 

90-08054-00 1 
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DESCRIPTIOW 



T1C50 SORTED BT DESCRIPTIOi 



PART KO, 



FIG- 
MO. 



Phototranslstor w/Cable 
Plate Skid Aaseably 
Plate, Clutch 
Plate, Spring 
Plate, Tachometer 

Receiver 

RECEIVER ASSEMBLY 
RECEIVER ASSEMBLY 
Reel, Take-up 
Retainer, Spring 
Retainer, Spring 
Retaining Ring 
Retaining Ring 
Retaining Ring, External 
Holler, Link 

Screw, Fillister Hd No. 8-32 

Screw, Fillister Hd No, 8-32 

Screw, Phi Pan Hd No. 2-56 x 

Screw, Phi Pan Hd No. 2-56 x 

Screw, Phi Pan Hd No. 2-56 x 

Screw, Phi Pan Hd No. 6-32 x 

Screw, Phi Pan Hd No. 6-32 x 

Screw, Phi Pan Hd No. 6-32 x 

Screw, Phi Pan Hd No. 6-32 x 

Screw, Phi Pan Hd No. 6-32 x 

Screw, Phi Pan Hd 

Screw, Phi Pan Hd 



X 1/2 
X 1/2 
1/U 
3/8 
3/8 
5/16 
5/16 
5/8 
7/16 
9/16 
Self Tap No. 6-32 
Self Tap No. 6-32 



1/2 
1/U 



Screw, Self Tap No. 6 x 3/8 

Screw, Sems Phi Pan Hd No. 6-32 x 5/8 

Shaft, Pivot Link 

Shield, Actuator 

Shim, Plastic 

Shim, Plastic 

Solenoid, Tubular 

Spring, Compression 

Spring, Compression 

Spring, Compression 

Spring, Compression 

Spring, Compression 

Spring, Compression 

Spring , Compression 

Spring, Head Bracket Extension 

Spring, Torsion 

Spring, Torsion 

Strain Relief, Head 

Switch, Micro 

Switch, Micro 

Switch, Push Button 

Switch, Thermal 



ITEM 



15-23633-02 6 14 

70-21750-01 1 1 

74-29211-01 3 4 

74-31657-01 2 8 

74-29221-01 6 8 

74-29217-01 3 2 

70-21085-01 3 

70-21085-01 1 31 

74-27668-01 1 25 

74-30863-01 1 20 

74-30863-01 6 10 

90-09257-04 5 4 

90-09257-04 6 12 

90-09257-04 1 36 

74-27836-01 5 2 

90-07641-06 1 28 

90-076m-06 2 13 

90-06004-01 4 3 

90-10500-01 4 5 

90-10500-01 3 12 

90-10089-03 2 3 

90-00049-57 1 16 

90-10109-00 1 12 

90-09905-01 2 6 

90-06022-01 1 40 

90-10039-03 1 8 

90-09905-00 1 7 

90-09803-00 6 6 

90-00049-01 1 15 

74-29216-01 3 3 

74-29607-01 2 5 

12-24323-02 6 15. 

12-24328-01 2 15 

12-22089-01 3 9 

12-22356-02 2 9 

12-13656-03 1 19 

12-22357-01 1 30 

12-13656-04 6 11 

12-19097-01 5 5 

12-22358-01 1 34 

12-12912-01 1 29 

12-22895-01 1 9 

12-22538-01 3 10 

12-23742-01 1 32 

74-29585-01 1 6 
12-22274-03 3 H 

12-22274-Oa 4 4 
12-21464-08 1 37 

12-22958-02 2 7 



DESCHIPTIOi 



TIC50 SORTED BY DESCRIPTIOH 



PART NO, 



TACHOHETER ASSEMBLY 
TACH(^ETEI ASSEMBLY 
TK50 Drive Module 
TK50 TAPE DRIfE 

Irfasher, Flat 

Washer, Flat 

Washer, Flat Tachometer 

Washer, Internal Tooth Lock No. 6 

Washer, Spring 

Washer, Spring 



FIG- 
NO. 



ITEM 



70-21036-01 
70-21086 
54-15660-00 
TK50-00 • 

12-24692-02 
12-24692-02 
90-10499-01 
90-09382-00 
90-10506-01 
90-10506-01 
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1 
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Illustrated 

Parts 

Breakdown 



TK70 

TAPE DRIVE 



HOW TO USE THE IPS 

GENERAL 

This IPS 1$ compiled following the organzation and nomen- 
clature of the engineering drawing structure. 

MAJOR ASSEMBLY LOCATOR {W3.en Applicable) 
The Major Assembly Locator (first illustrationi ts an mdea that 
provides a description and a figure reference for ail illustra- 
tions used in this manual 

INDENTED PARTS LIST 

This manual identifies each assembly being broken oown 
(figure reference callout). and all parts of that assembly. 
Further breakdown of an assembly is shown by an asterisk (•) 
preceding the item caHouts m the Description Column The 
number of asterisks preceding an item is used to de'^ole the 
suborcination of that item with respect to the Maior Assemoiy 
A single asterisk preceding an item description ind»cates tnat 
the item is part of the maior assembly be.ng .Uustrated Items 
that are subordinate to single asterisks items, are denoted by 
two asterisks (••) and immediately follow the related sir.gie 
asterisk item. Additional asterisks are used, as required, to 
denote further subordination. This system of part <deriti- 
ficatio'* provides a means for the user to identify the next 
higher assembly item and make alternate selections for :;arts 
when the required repldcement part of assembly is not 
immedi5tely available. 

COLUMN CALLOUT DESCRIPTION 

Figura ^nct Item - Indicates the figure number and item 

number of each part. 



Oescriptiofi - Lists the name of the part and pertinent 
specifications (when required). Asterisks preceding the 
description denote the subordination of the part to the next 
higher assemb*y. 

DEC Part No. - Lists the Digital nart ordering number. A blank 
in this column indicates a Digital part number was no! 
assigned at the time of pubitcatioa 

ECO Cut-In- The notation at the top of this column indicates 
ihe ECO level of the system iopuoni at ^hich the IPB ^as 
initially prepared. Subsequent ECO level designations, that 
modify existing pans or add new parts to the device, are 
inserted in the ECO Cut-In column next to the part that is 
add«*d or modified 

Used On Code - Letters »n this column corresoor»d fo the 
vananon codes 2ss»gned m Figure 1 Parts with an Alpha 
notat'CMs) a'e jsed only n those option variaiiors. A oianK 
indicates that the part »s used on all option variations. 

Ref Fig No. - A cross reference between illustrations For 
eacn Maior Assemoiy. the number m thts column denotes *he 
^g jre of me next ^ qner assembly For all subassemolies. the 
numoer m tnis coiumn denotes the figure showing additional 
detailed breakdown 

PART NUMBER/PART DESCRIPTION SORT SECTION 
Parts are sorted both numerically and alphabetically by 
description, referenced to a location within the IPB, by figure 
number and item number. 
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Figure 1. TK70 Tape Drive 



FIG. 
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ECO 


^r- 




& 






CUT-IN ' 




REF 


ITEM 




DEC 


TK70 


USED ON 


FIG 


NO. 


DESCRIPTION 


PART NO. 


00000 


CODE 


NO. 


1- 


TK70 TAPE DRIVE W/SKID PLATE 


TK 70-01 




A 






TK70 TAPE DRIVE W/0 SKID PLATE 


TK70-02 




B 




1 


•Piatt, Skid 


74-25652-01 




A 




2 


•insulator AisemWy 


70-21765-01 




A 




3 


•Modult. TK70 Drive 


54-17637-01 








4 


•MOTOR AND BASEPLATE ASSEMBLY 


7a21 736^31 






2 


5 


•Bracket. Head Spring 


74-30728-01 








6 


•Strain Relief. Head 


74-2^585-01 








7 


•Screw. Sem$ Phi Pan Hd No, 6-32 x 1/2 


90-10174-03 








8 


•Screw. Phi Self-Tip No. 6-32 x 1/2 


90-00049-36 








9 


•Sprinq. Head Bracket 


12-22895-01 








10 


•Head, Recording 


70-23482-01 








11 


•TACHOMETER ASSEMBLY 


70-24659^1 






6 


12 


•Screw. Phi Pan Hd Na 6-32 x 5/8 


90-10109-00 








13 


•Retainer, Damper 


74-35724-01 








14 


•EOT/BOT LED-Photo Assembly 


11-23276-01 








15 


•Screw. Sems Phi Pan Hd No. 6-32 x 5/8 


90-10717-01 








16 


•Screw. Phi Pan Hd Na 6-32 x 5. 16 


90-00049-58 








17 


•Shield Assemt3ly. External 


70-21141-01 








18 


•Guard, Tape 


12-13656-01 








19 


•Spring. Compression 


12-13656-05 








20 


•Washer. Flat 


12-24692-03 








21 


•Ball Beanng. Flanged 


12-22788-01 








22 


•Capstan, Tachometer 


74-34038-01 








23 


•Nut. Nylon Self-Lock No. 4-40 


90-08054-00 








24 


•Constraint. Tape 


74.29616-01 








25 


•Reel, Take-up 


74-27663-01 








26 


•Leader, Cartridge (Take-up) 


74-28236-01 








27 


•Washer. Spring 


90-105C6-01 








28 


•Screw. Phi Fill Hd Na 8-32 x M/2 


9000038-21 








29 


•Spring. Compression 


12-12912-01 








30 


•spring. Compression 


12-22357-01 








31 


•RECEIVER ASSEMBLY 


7023497-01 






3 


32 


•Screw, Phi Pan Hd Na 5-32 x 9/18 


90-06022-01 




A 




33 


•Washer. Internal Tooth Lock Na 6 


900988200 




A 




34 


•spring. Compression 


12-22358^1 








35 


•Latch Leader Assembly 


70.23544-01 








36 


•BEZEL ASSEMBLY 


70-23517-01 






5 


37 


•Enclosure 


74-32363-01 








38 


•Damper. Vibration 


74-35725-01 
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F/^ty/ie 2, Motor and Baseplate Assembly 



1K1O02 



FIG. 
& 

ITEM 
NO. 



2- 



DESCRIPTION 



MOTOR »Kl BASEPLATE ASSEMBLY 

*8aseoliti Assembly 

*Motor, Brushlcsj 

•Screw, Phi P»i Hd Na 6-32 x 5/16 

•Actuator, Digital Linear 

•Shield. Actuator 

•Screw, Phi Pan Hd Na 6-32 x 7/16 

•Switch. Thermal 

•PtatB. Spring 

•Spring Compression 

•Rc^I Driver Assembly 

•Washer, Plat 

•Washer. Spring 

•Screw. Phi Fil Hd No. 8-32 x 1/2 

•Label. •'S/U,TK7Q" 

•Shim, Plasoc 



DEC 
PART NO. 



ECO 

CUT-IN 

70-21736 

00003 



USED ON 
CODE 



70-21736-01 

7a2 1732-01 
12-22681-01 
90.10089-03 
12-2K97.02 
74-29607-02 
90-10717-01 
15-22958^2 
74.31657-01 
12-22356-01 
70-23477-01 
12-24692-02 
90-10506-01 
9006039-01 
36-19833-03 
12-24328-01 
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Figures, Receiver Assembly 



FIG. 
& 

ITEM 
NO. 



1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 



DESCRIPTION 



RECEIVER ASSEMBLY 

*F!oor, R«ctfver 

"Receiver 

•Shaft. Pivot Link 

•Plate. Clutch 

•Link. Right Clutch 

•Link. Uft Clutch 

•Handle. Engaging 

•IMTERPOSER ASSEMBLY 

•Solenoid. Tubuly HO.S Vdc) 

"Spring, Torsion 

•Switch AssemblY (No Snap Action) 

•Screw. Phi Pan Hd Na 2-56 x 3/8 

•Link, Buckling 

"Spring, Torsion 



I 



DEC 
PART NO. 



70-23497-01 

74-29212-01 
74-32530-01 
74-292164)1 
74-292: J-OI 
74-29213-01 
74-29214-01 
70-2^56-01 
70-21738^1 
12-22089-01 
12-22538431 
12-25332-02 
90-1C500-01 
74-34496-01 
1223742-01 



ECO 

CUT-IN 

70-23497 

00000 



USED ON 
CODE 
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Figure 4. interposer Assembly 



FIG. 

& 

ITEM 

NO. 



DESCRIPTION 



INTERPOSER ASSEMBLY 

•interposer 

•Mount, Switch 

•Screw. Phi Pan Hd Na 2-56 x 1/4 

•Switch. Micro 

•Screw. Phi Pm\ Hd Na 2-56 x 3/8 

•Washer. Internal Tooth Lock Na 2 



DEC 
PART NO. 



70-21736^1 

74-29215-01 
74-29218-01 
90^)6004-01 
12-2227A^a4 
90-10500-01 
90^6631-00 



HCO ^ 
CUT-IN 
70-21738 
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CODE 



REF 
FIG 
NO. 
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DESCRIPTION 


A 

DEC 
PART NO. 


ECO 

CUT-IN 

70-23517 

00000 


USED ON 
CODE 


REF 
FIG 
NO. 


5- ::• 

■X 
2 
3 
4 


BEZEL ASSEMBLY 

•B«zel 

•Button, Push 

•Modult, Switch/LEO Assemt^y 

•Ubd.'TKTO'* 


70-23517^1 

74-34041^1 
74-341664)1 
54-18272-01 
36-2746S01 
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Figure 5. Beiei Assembly 
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Figures. Tachometer Assembiy 



FIG. 

& 

ITEM 

NO, 



DESCRIPTION 



TACHOMETER ASSEMBLY 

*Body, Tachomeiif 

"Mask. Encoder 

*Guide, Tachometer 

•Screw. Phi Flat Hd Self-Tap Na 6 x 1/2 

•Plati, TachointtBr Cover 

•Disk. Encoder 

•Capstan 

•Bearin9. Flanged Bali 

•Rin^ Support 

•Washer, Flat 

•Spring, Compression 

•Cade AssemWy. Flex 

•Nut, Hex Self Lock Nylon No. 4-40 



DEC 
PART NO. 



70-24659-01 

74-32341-01 
74-29220-01 
74-32343^1 
90^800^)0 
74-32342-01 
74.27698<I1 
74-34038-01 
12-22788-01 
74-3138901 
12-24692-03 
12-13656-05 
17-01088-01 
90-08054-00 



ECO 

CUT-IN 

70-24659 

00000 
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CODE 



REF 
FIG 
NO. 
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500 
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ILLUSTRATED BREAKDOWM 
FOR TK70A TAPE DRIVE 



B 16 



TK70A-0-0 




I X 1 0-0-VOZ.)ll 18118 



TK70 TAP8 DRIVl SORT BT DEC PART MUHBER 



PART MO. 



DESCRIPTIOff 



FIG. 
NO. 



I TEH 



PART NUMBER/DESCRIPTION SORT ] 




11-23276-01 EOT/BOT LED-Photo Asseably 

12-12912-01 Spring, Coapression 

12-13656-01 Guard, Tape 

12-13656-05 Spring, Compression 

12-13656-05 Spring, Compression 

12-21497-02 Actuator, Digital Linear 

12-22089-01 Solenoid, Tubular (10.5 Vdc) 

12-22274-04 Switch, Micro 

12-22356-01 Spring, Compression 

12-22357-01 Spring, Compression 

12-22358-01 Spring, Compression 

12-22538-01 Spring, Torsion 

12-22681-01 Motor, Brushless 

12-22788-01 Ball Bearing, Flanged 

12-22788-01 Bearing, Flanged Ball 

12-22895-01 Spring, Head Bracket 

12-22958-02 Switch, Thermal 

12-23742-01 Spring, Torsion 

12-24328-01 Shim, Plastic 

12-24692-02 Washer, Flat 

12-24692-03 Washer, Flat 

12-24692-03 Washer, Flat 

12-25332-02 Switch Assembly (No Snap Action) 

17-01088-01 Cable Assembly, Flex 

36-19833-03 Label, "S/N, TX70" 

36-27465-01 Label, "TK70" 

54-17637-01 Module, TK70 Drive 

54-18272-01 Module, Switch/LED Assembly 

70-21141-01 Shield Assembly, External 

70-21732-01 Baseplate Assembly 

70-21736-01 MOTOR and BASEPLATE ASSEMBLY 

70-21736-01 MOTOR AND BASEPLATE ASSEMBLY 

70-21738-01 INTERPOSER ASSEMBLY 

70-21738-01 INTERPOSER ASSEMBLY 

70-21765-01 Insulator Assembly 

70-23477-01 Reel Driver Assembly 

70-23482-01 Head, Recording 

70-23497-01 RECEIVER ASSEMBLY 

70-23497-01 RECEIVER ASSEMBLY 

70-23517-01 BEZEL ASSEMBLY 

70-23517-01 BEZEL ASSEMBLY 

70-23544-01 Latch Leader Assembly 

70-24655-01 Handle, Engaging 

70-24659-01 TACHOMETER ASSEMBLY 

70-24659-01 TACHOMETER ASSEMBLY 



14 





29 




18 




11 




19 




4 




9 




4 




9 




30 




34 




10 




2 




21 




8 




9 




7 




14 


2 


15 


'i 


11 


6 


10 


1 


20 


3 


11 



12 

14 
4 

3 
3 

17 

1 

N/A 

4 

N/A 

8 

2 

10 

10 

N/A 

31 

36 

N/A 

3S 

7 

N/A 

11 



C 

6 



Hrv*s«ON MtsTo«» 



o»'t I tco 



ILLUSTRATED BREAKDOWN 
FOR TK70A TAPE DRIVE 



3CC-.«'€*<T >«c«'ae» 



B'lB 



TK70A.0-0 



i-f- ^ 



Q-O-yfOL^l 



TaiTl 



PAKT NO. 



TX70 TAFE DRIVE SORT BT DEC P^HT HUIIBSE 



DBSCBIPTIOW 



FIG. 
NO. 



ITKH 



TI70 TAPE DRIVE SORT BY DSC PART NUHBER 



PART NO. 



DESCRIPTION 



PIG. 
NO. 



I TEH 



74-25652-01 Plata, Skid 

74-27668-01 Reel, Take-up 

74-27698-01 Disk, Encoder 

74-28286-01 Leader, Cartridge (Take-up) 

74-29211-01 Plate, Clutch 

74-29212-01 Floor, Receiver 

74-29213-01 Link, Right Clutch 

74-29214-01 Link, Left Clutch 

74-29215-01 Interpose r 

74-29216-01 Shaft, Pivot Link 

74-29218-01 Mount, Switch 

74-29220-01 Mask, Encoder 

74-29585-01 Strain Relief, Head 

74-29607-02 Shield, Actuator 

74-29616-01 Constraint, Tape 

74-30728-01 Biacket, Head Spring 

74-31389-01 Ring, Support 

74-31657-01 Plate, Spring 

74-32341-01 Body, Tachometer 

74-32342-01 Plate, Tachometer Cover 

74-32343-01 Guide, Tachometer 

74-32363-01 Enclosure 

7 4-32530-01 Receiver 

74-34038-01 Capstan 

74-34038-01 Capstan, Tachometer 

74-34041-01 Bezel 

74-34166-01 Button, Push 

74-34496-01 Link, Buckling 

74-35724-01 Retainer, Damper 

74-35725-01 Damper, Vibration 

90-00038-21 Screw, Phi Fill Hd No. 8-32 x 1 1/2 

90-00049-36 Screw, Phi Self-Tap No. 6-32 .n 1/2 
90-00049-58 • Screw, Phi Pan Hd No. 6-32 x 5/lf 

90-06004-01 Screw, Phi Pan Hd No. 2-56 x 1/4 

90-06022-01 Screw, Phi Pan Hd No. 6-32 x 9/16 

90-06039-01 Screw, Phi Fill Hd No. 8-32 x 1/2 

90-06631-00 Washer, Internal Tooth Lock No. 2 

90-08054-00 Nut, Hex Self Lock Nylon No. 4-40 

90-08054-jO Nut, Nylon Self Lock No. 4-40 

90-C9800-00 Screw, Phi Flat Hd Self-Tap No. 6 x 1/2 

90-09882-00 Washer, Internal Tooth Lock No. 6 

90-10089-03 Screw, Phi Pan Hd No. 6-32 x 5/16 

90-10109-00 Screw, Phi Pan Hd No. 6-32 x 5/8 

90-10174-03 Screw, Sems Phi Pan Hd No. 6-32 x 1/2 

90-10500-01 Screw, Phi Pan Hd No. 2-56 x 3/8 

90-10500-01 Screw, Phi Pan Hd No. 2-56 x 3/8 

90-10506-01 Washer, Spring 

90-10506-01 Washer, Spring 

90-10717-01 Screw, Phi Pan Hd No. 6-32 x 7/16 



6 
2 
6 
6 
6 
1 
3 
6 
1 
5 
5 
3 
1 
1 

1 
1 
1 
4 
1 
2 
4 
6 
1 
6 
1 
2 
1 
1 
4 
3 
1 
2 
2 
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37 
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22 
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13 

13 

38 

28 

8 

16 

3 

32 

13 

6 

13 

23 

4 

33 
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12 
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12 

27 

12 

6 



90-10717-01 Screw, Seas Phi Pan Hd No. 6-32 x 5/8 

TX70-01 TK70 TAPE DRIVE W/SKID PLATE 
TX70-02 TK70 TAPE DRIVE WO/SEID PLATE 
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TAPS DRIVE SORTED BY DSC FART 


DBSCRIPTIOH 








- 


TK70 




D 


DESailPTIOIf 






DBC 
PART MO. 




FIG. 
NO. 


irzn 






Actuator, Digital Linear 




12- 


-21497- 


-02 


2 


4 






Ball Bearing, Flanged 






12- 


-22788- 


-01 


1 


21 






Baseplate Assembly 






70- 


-21732- 


-01 


2 


1 






Bearing, Flanged Ball 






12- 


-22738- 


-01 


6 


8 






Bezel 






74- 


-34041- 


-01 


S 


1 






BEZEL ASSEMBLY 






70- 


-23517- 


-01 


5 


N/A 






BEZEL ASSEMBLY 






70- 


-23517- 


-01 


1 


36 






Body, Tacnometer 






74- 


-32341- 


-01 


6 


1 






Bracket, Head Spring 






74- 


-30728- 


-01 


1 


5 






Button, Push 






74- 


-34166- 


-01 


5 


2 






Cable Asseably, Flex 






17- 


-01088- 


-01 


6 


12 






Capstan 






74- 


-34038- 


-01 


6 


7 




r 


Capstan, Tachoaeter 






74- 


-34038- 


-01 


1 


22 






Constraint, Tape 






74- 


-29616- 


-01 


1 


24 






Damper, Vibration 






74- 


-35725- 


-01 


1 


38 






Disk, Encoder 






74- 


-27698- 


-01 


6 


6 






Enclosure 






74- 


-32363- 


-01 


1 


37 






EOT/EOT LED-Photo Assembly 




11- 


-23276- 


-01 


1 


14 






Floor, Receiver 








74- 


-29212- 


-01 


3 


1 





Guard, Tape 
Guide, Tachometer 

Handle, Engaging 
Head, Recording 

Insulator Assembly 
Interposer 
INTERPOSER ASSEMBLY 
INTERPOSER ASSEMBLY 

Label, "S/N, TK70" 

Label, ■TK70'' 

Latch Leader Assembly 

Leader, Cartridge (Take-up) 

Link, Buckling 

Link, Left Clutch 

Link, Right Clutch 

Mask, Encoder 

Module, Switch/LED Assembly 

Module, TK70 Drive 

MOTOR AND BASEPLATE ASSEMBLY 

MOTOR and BASEPLATE ASSEMBLY 

Motor, Brushless 



•tVfSON ••STtX*' 



ccoMUib«c« im.-> 



12-13656-01 
74-32343-01 

70-24656-01 
70-23482-01 

70-21765-01 
74-29215-01 
70-21733-01 
70-21738-01 

36-19833-03 
36-27465-01 
70-23544-01 
74-28286-01 
74-34496-01 
74-29214-01 
74-29213-01 

74-29220-01 
54-18272-01 
54-17637-01 
70-21736-01 
70-21736-01 
12-22681-01 



1 
6 

3 

1 

1 
4 
3 
4 

2 
5 
1 
1 
3 
3 
3 

6 
5 
1 
1 
2 
2 
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T1C70 TAPS DRIVE SORTED BY DBC PART DESCRIPTION 



DRSCRIPTIOW 



Mount, Switch- 

Nut, Hex Self Lock Nylon No. 4-40 
Nut, Nylon Self Lock No. 4-40 

Plate, Clutch 

Plate, Skid 

Plate, Spring 

Plate, Tachometer Cover 

Receiver 

RECEIVER ASSEMBLY 
RECEIVER ASSEMBLY 
Reel Driver Assembly 
Reel, Take-up 
Retainer, Damper 
Ring, Support 

Screw, Phi Fill Hd No. 8-32 x 1 1/2 
Screw, Phi Fill Hd No. 8-32 x 1/2 
Screw, Phi Flat Hd Self-Tap No. 6 x 1/2 
Pan Hd No. 2-56 x 1/4 

Phi Pan Hd No 

Phi Pan Hd No 

Phi Pan Hd No. 6-32 

Phi Pan Hd No. 6-32 
6-32 
6-32 
Screw, Phi Pan Hd No. 6-32 
Screw, Phi Self-Tap No. 6-32 
Screw, Sems Phi Pan Hd No 
Screw, Seas Phi Pan Hd No 
Shaft, Pivot Link 
Shield Assembly, External 
Shield, Actuator 
Shis, Plastic 

Solenoid, Tubular (10.5 Vdc) 
Spring, Compression 
Spring, Compression 
Spring, Compression 
Spring, Compression 
Spring, Compression 
Spring, Compression 
Spring, Head Bracket 
Spring, Torsion 
Spring, Torsion 
Strain Relief, Head 
Switch Assembly (No Snap Action) 
Switch, Micro 
Switch, Thermal 



Screw, Phi 

Screw, 

Screw, 

Screw, 

Screw, 

Screw, Phi Pan Hd No. 

Screw, Phi Pan Hd No. 



2-56 
2-56 



3/8 

3/8 

5/16 

5/16 

5/8 

7/16 

9/16 

x 1/2 

6-32 X 1/2 

6-32 X 5/8 



DEC FIG. 


PART NO. NO. ITE3 


74-292^8-01 4 


2 


90-08054-00 6 


13 


90-08054-00 1 


23 


74-29211-01 3 


4 


74-25652-01 1 


1 


74-31657-01 2 


8 


74-32342-01 6 


5 


74-32530-01 3 


2 


70-23497-01 3 


N/A 


70-23497-01 1 


31 


70-23477-Cl 2 


10 


74-27668-01 1 


25 


74-35724-01 1 


13 


74-31389-01 6 


9 


90-00033-21 1 


28 


90-06039-01 2 


13 


90-09800-00 6 


4 


90-06004-01 4 


3 


90-10500-01 4 


5 


90-10500-01 3 


12 


90-10089-03 2 


3 


90-00049-58 1 


16 


90-10109-00 1 


12 


90- 10717-01 2 


6 


90-06022-01 1 


32 


90-00049-36 1 


8 


90-10174-03 1 


7 


90-10717-01 1 


15 


74-29216-01 3 


3 


70-21141-01 1 


17 


74-29607-02 2 


c 


12-24328-01 2 


15 


12-22089-01 3 


9 


12-13656-05 6 


11 


12-12912-01 1 


29 


12-22357-01 1 


30 


12-13656-05 1 


19 


12-22356-01 2 


9 


12-22358-01 1 


34 


12-22895-01 1 


9 


12-22538-01 3 


10 


12-23742-01 3 


t 14 


74-29535-01 2 


6 


12-25332-02 3 


1 11 


12-22274-04 < 


I 4 


12-22958-02 2 


t 7 
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TACHOMETER ASSEIfBLT 
TACHOHETER ASSEnSLT 
TK70 TAPE DRIVE W/SKIO PLATE 
TK70 TAPE DRIVE WO/SKID PLATE 



Washer, 


Flat 






Washer, 


Flat 






Washer, 


Flat 






Washer, 


Internal Tooth Lock 


No. 


2 


Washer, 


Internal Tooth Lock 


No. 
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Washer, 


Spring 







Washer, Spring 
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2 1 
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)EC PART DESCRIPTION 








DEC 
PART NO. 


FIG, 
NO. 


ITEH 


• 




70-24659-01 
70-24659-01 
TK70-01 
TK70-02 




11 
N/A 
N/A 
N/A 


12-24692-03 
12-24692-03 
12-24692-02 
90-06631-00 
90-09882-00 
90-10506-01 
90-10506-01 
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DRAWING NO 



INO.SHTS 



PART NO 



DESCRIPTION 



REVISIONS 



+ + + 

1 1 I&50QS-A2 


+ ■ 

IBA213 BOX. M7fc20-AA. 2 PS. 


120V 


-- + 
1 


A1 


A1 


A1 


A1 


A2 


A3 


A3 


A3 






+ 


1 1 I650QS-A3 


iBA213 BOX. M7620-AA, 2 PS, 


240V 


1 


A1 


A1 


A1 


A1 


A2 


A3 


A3 


A3 








1 1 I650QS-B2 


IBA213 BOX.M7602-AA,2PS,120V 


,W/SKIN| 


A1 


A1 


A1 


A1 


A2 


A3 


A3 


A3 








1 1 I&50QS-B3 


IBA213 B0X.M7602-AA.2PS.240V 


.W/SKINI 


A1 


A1 


A1 


A1 


A2 


A3 


A3 


A3 








1 1 I&50QS-C2 


i&50QS-A2 & RACK MOUNT 






A1 


A1 


A1 


A1 


A2 


A3 


A3 


A3 








1 1 I&50QS-C3 


I&50QS-A3 & RACK MOUNT 






A1 


A1 


A1 


A1 


A2 


A3 


A3 


A3 








1 1 I&50QS-D2 


I&50QS-A2 8. WALL MOUNT 






A1 


A1 


A1 


A1 


A2 


A3 


A3 


A3 








1 1 |fe50QS-D3 


I&50QS-A3 & WALL MOUNT 






A1 


A1 


A1 


A1 


A2 


A3 


A3 


A3 








1 1 I&50QS-E2 


IBA213 BOX. M7&20-BA. 2 PS. 


120V 




A1 


A1 


.A1 


A1 


A2 


A3 


A3 


A3 








1 1 |fe50QS-E3 


IBA213 BOX. M7&20-BA, ^ PS. 


240V 




A1 


A1 


A1 


A1 


A2 


A3 
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1 1 I650QS-F2 


IBA213 B0X.M7fe20-BA,2PS.120V 
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A3 








1 1 I&50QS-F3 


IBA213 BOX. M7&20-BA.2PS. 240V 


.W/SKINI 
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A1 


A1 
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A3 


A3 


A3. 








1 1 I&50QS-H2 


I650QS-E2 & RACK MOUNT 
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A1 
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A3 








1 1 I&50QS-H3 


I&50QS-E3 8. RACK MOUNT 
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A3 


A3 








1 1 I&50QS-J2 


I&50QS-E2 & WALL MOUNT 
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A3 


A3 








1 1 I&50QS-J3 


|fe50QS-E3 &. WALL MOUNT 
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A3 








1 1 |fe50QS-K2 


18 MEG TIMESHARE SBB 120V 
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A1 
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A3 
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1 1 I650QS-K3 


18 MEG TIMESHARE SBB 120V 
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REVISIONS 



B-DD-fc50QS-0-DBU 
E-UA-&50QS-0-DBU 
K-PL-&50QS-0-DBP 

B-TC-650QS-0-D8U 
K-TC-650QS-0-DBU 



B-GL-BA213-0--DBU 

3-IB-650QS-0-0 
B-IB-BA213-0-0 
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650QS-L2 
&50QS-L3 
&50QS-M2 
&50QS-M3 
650QS-N2 
&50QS-N3 
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IP. C. DATA BASE |K 
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|KAfe50 SYS FUNCTIONAL DRAWING TREE I 
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IKA&50 SYS FUNCT. TOP LEVEL VIEW I 
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IKA650 SYS FUNCT. TOP LEVEL VIEW I 
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|KAfc50 SYS FUNCT. CPU/FPA SUBSYSTEM! 
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IKA&50 SYS FUNCT. MEM CONTROLLER I 
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|KAfc50 SYS FUNCT. Q22-BUS INTERFACE] 




A 


A 


A 


A 


A 


A 


A 


A 


IK-CS-M7&20-C-7 | 1 | 


iKAfcSO SYS FUNCT. ADDRESS LATCH I 
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IKA&50 SYS FUNCT. CDAL/BCDAL BUFFERI 
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IKA&50 SYS FUNCT. DATA STORE I 
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IKA&50 SYS FUNCT. TAG STORE I 
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iKAfcSO SYS FUNCT. CNTRL STATE MACH.I 




A 


A 


A 


A 


A 


A 


A 


A ' 


IA-CS-M7&20-C-13 I 1 I 


IKA&50 SYS FUNCT. CACHESTB STATE 1 
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IA-CS-M7620-C-14 | 1 | 


|KAfc50 SYS FUNCT. DSCONTINUE STATE I 
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IK-CS-M7&20-C-16 | 1 | 


IKAfcSG SYS FUNCT. CONTROL FLOW DIAGI 
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AUTOMATED BY VAXKPL (V2.1 ) 
LINE ITEM TOP DOCUMENT 



OWNER: PCD 

MIN 
PART NUMBER REV 



PARTS LIST 
DESCRIPTION 



SHEET A1 OF A4 
QTY PER VAR/REV 
AA BA 
K03 K03 
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1 1 K-DD-5017073-0-0 

2 2 

3 3 

4 4 

5 5 

6 & 

7 7 SEE NOTE 4 
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10 


10 


11 
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12 
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13 


13 


14 


14 


15 


15 


18 


le, 


17 


17 


18 


18 


^3 


19 


20 


20 


21 


21 


22 


22 


23 


23 



ENG 



CD 
JK 
JK 
JA 
JA 
JA 
MP 
MP 
MP 
MP 



REVISION HISTORY 



ECO NUMBER 



INITIA 
M7fe20- 
M7fc20- 
M7&20- 
M7620- 
M7fe20- 
M7fc20- 
M7620- 
M7620- 
M7&20- 
M7fe20- 



L 

ML001 

CTS002 

CTS003 

CTS004 

CTS005 

CTSOO& 

CTS007 

CTS008 

CTS009 

BXC010 



A 
B 
C 
D 
E 
F 
H 
J 
K 
L 
M 



50-17073-01 
10-01610-00 

10-10274-02 
10-10279-01 
10-134fcfe-05 
10-134&&-07 
10-14265-02 



10-17472-00 

10-20446-05 

10-20446-07 

1 1-03441-00 

11-05275-00 

1 1-141 17-00 

11-14136-02 

11-20964-01 

12-10929-02 

12-13113-03 

12-13506-04 

12-13506-10 

12-21545-03 

12-15006-17 

13-00197-00 

13-00202-00 



CIRCUIT DRILL AND ETCH BOARD 

0.010MFD 50V +80/-20% Z5U C 



1 .0 MFD 

0.47 MFD 

56 PFD 

220 PFD 

0.33 MFD 



50V +80/-20% Z5U C 
25V +/-20% Z5U C 
50V W- 5% NPO C 
50V +/- 5% NPO C 
50V +80/-20% Z5U C 



10 

22 
100 
VZ= 8.2 
PIV= 60 
PIV= 40 
LED 6.7MA 
LED ASSY 4 



MFD 35V 
MFD 16V 
MFD 16V 
5% 400 MW 



+75/-10% 
+50/-20% 
+50/-20% 
1N756A 



85 
85 
85 



10=300 MA -15NS 

10= 75 A -4NS 1N4152 

5V .2MCD GREEN 

RED 5V 8MA 

A 125V AXIAL LEA 



FUSE PICO 1 .0 

HANDLE, MODULE 

PCB HEADER 09PIN(2X05 



PCB HEADER 20PIN(2X10 
PCB HEADER 50PIN{2X25 
SKT, IC 28PIN DIP TIN 
33.0 .25 W 5.0 % 
47.0 .25 W 5.0 % 



100CC 90D 
100CC 90D 
100CC 90D 
SOLD 
CF 
CF 



1 
13 

1 
5 
1 
1 
55 



2 
2 

1 
1 
3 
2 
1 
1 

2 
1 
1 
1 
1 
2 
2 
59 



1 
13 

1 
5 
1 
1 
55 



2 

2 
1 
1 
3 
2 
1 
1 
2 
1 
1 
1 
1 
2 
2 
59 



C13,C15.C24.C26,C27.C34,C36, 
CONT C42,C54.C58,C65.C69,C73 

C5 

C3.C9,C10,C17,C18 

C11 

C20 

CI ,C4,C7,C8,C12,C14.C19. 
CONT 021-023. C25,C28-C33.C35, 
CONT C37-C41 .C43-C53,C55-C57, 
CONT C59-C64.C66-C68,C72,C74-C81 

C6,C16 

C70.C71 

C82 

D3 

D4-D6 

D1,D2 

D7 

D8 

F1,F2 

J1 

J2 

J3 

XE26,XE33 

R50,R51 
R2.R10,R13.R14,R30-R32,R36-R38, 

CONT R40.R42.R43.R45.R46,R48.R52, 
CONT R53.R55-R60,R65-R70.R72-R99, 
CONT R102 



!KPL MODULE FORMAT ! SECTION A OF A 



REV ! 



SECTION/VARIATION INDEX 



! (A] 
! IB] 
! IC] 
! ID] 
! IE] 
! IF] 
! IH] 
!(J1 
! IK] 
! IL] 



AA.BA 



IM] 
IN] 
IP] 
(Q] 
(R] 
IS] 
IT] 
(V] 
[W] 
lY] 
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[BASIC PART NUMBER: 
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DRN: J. CUNNINGHAM 
DATE: 11-FEB-87 



CHK'D: B. DITOMMASO 
DATE: 23-MAR-87 



DES.ENG: C. DEVANE 
DATE: 23-MAR-87 



RESP.ENG. : C. DEVANE 
DATE: 17-SEP-87 



MFG. ENG: K. RYAN 
DATE: 17-SEP-87 
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TITLE 



PARTS LIST 
KA650 



SIZE 



K 



CODE 



DOCUMENT NUMBER. 
NUMBER 



PL 



! REV 



M7620-0-DBP 



! M 



RELEASE DATE: 23-0CT-89 
RELEASE STATUS: RELEASED 



[ASSEMBLY NUMBER: 
'D-UA-M7620-0-0 



!TOP DOCUMENT NUMBER: 
IK-DD-M7620-0-0 



EDIT # 
2 



IFILE NAME: MLA0178M.PLS 



"THIS DRAWING AND THE 
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AUTOMATED BY VAXKPL (V2.1) 
LINE ITEM TOP DOCUMENT 



24 24 

25 25 

26 26 

27 27 

28 28 

29 29 

30 30 

31 31 

32 32 

33 33 

34 34 

35 35 
3fe 3& 

37 37 

38 38 

39 39 

40 40 

41 41 

42 42 

43 43 

44 44 

45 45 
4fc 4E) 

47 47 SEE NOTE 7 

48 48 

49 49 

50 50 

51 51 

52 52 

53 53 

54 54 

55 55 

56 56 

57 57 

58 58 

59 59 

60 60 

61 61 

62 62 

63 63 

64 64 

65 65 

66 66 

67 67 

68 68 

69 69 

70 70 

71 71 

72 72 



OWNER: PCD 

MI.N 
PART NUMBER REV 



13-00219-00 68.0 
13-00271-00 2r0.0 

13-00365-00 1.0 
13-00447-00 4.70 
13-00479-00 10.0 
13-01317-00 10.0 
13-01522-00 27.0 
13-01808-00 22.0 
13-01969-00 22.0 
13-02377-00 39,0 
13-02751-00 30.0 
13-04837-00 24.0 
13-05128-00 5.62 
13-13469-00 240.0 
13-16395-00 R. NET 
13-16395-02 R. NET 
13-18110-00 R. NET 
13-18247-00 510.0 
13-19610-01 750.0 
13-19645-01 487.0 
15-10705-00 XA 05 
18-28789-01 
18-28789-02 
18-28790-02 
19-13777-BO 
19-14140-B1 
19-14451-BO 
19-15415-BO 
19-16028-B1 
19-18868-BO 
19-19542-B1 
19-19684-01 
19-20441 -B1 

19-20442-B1 

19-20572-B1 

19-21008-B1 

19-21010-B1 

19-21305-B1 

19-21306-B1 

19-21307-81 

19-21313-B1 

19-21314-81 

19-21315-B1 

19-21323-B1 

19-21330-B1 

19-21332-82 

19-21417-B1 

19-22481-81 

21-18054-07 



PARTS LIST 
DESCRIPTION 



25 W 5.0 % CF 
25 W 5 . % CF 



SHEET A2 OF A4 
QTY PER VAR/REV 
AA BA . 
K03 K03 
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K 



K 
K 



.25 W 5.0 % 

.25 W 5.0 % 

.25 W 5.0 % 

.25 W 5.0 % 

.25 W 5.0 % 

.25 W 5.0 % 

.25 W 5.0 % 

.25 W 5.0 % 

.25 W 5.0 % 

.25 W 5.0 % 

. 25 W 1.0 % 

.25 W 5.0 % 

4.7K- 9 

1 .OK- 9 

330.0 -1 1 680.0 -1 1 

.25 W 5.0 % 

C . 25 W . 1 % 

C . 25 W . 1 % 

NPN 500MW SI 



CF 
CF 
CF 
CF 
CF 
CF 
CF 
CF 
CF 
CF 
RN55D-F10 
CF 



OSCILLATOR, 
OSCILLATOR, 
OSCILLATOR, 
LS240 

211P 
LS393 
9636 
9643 
LS26 
9639 



XTAL 44 

XTAL 40 

XTAL 

BURNED-IN 

BURNED-IN 

BURNED-IN 

BURNED-IN 

BURNED-IN 

NAND GATE, 



2.0 
2.0 
5.0 
CF 
RN55E-B 
RN55E-B 
60 50 P 
.4444 
.00 
25.6 
DRIVER 
VOLT COMPR 
COUNTER, BI 
DRIVER, DUA 
DRIVER. TTL 
2-IN,HIGH 



2 
2 



MHZ 

MHZ 

KHZ 

,LIN 



RECEIVER, LINE. DUAL, P 



*** THIS ITEM IS NOT USED *** 

74F245 TRANSCEIVER, BI-DIREC 
74F374 FF-D, OCTAL, TRI-STATE 
74F244 BUFFER/LINE DRIVER, 
74F240 BUFFER/LINE DRIVER, 
74F373 OCTAL TRANSPARENT LA 
74F00 NAND GATE , QUAD , 2- I N , 
74F02 NOR GATE , QUAD , 2- IN , 8 
74F04 HEX I NVERTER , BURNED 
74F64 AND OR INVERT GATE. 4 
74F74 FF-D, DUAL, BURNED-IN 
74F86 EXCLUSIVE OR GATE.QU 
74F174 FF-D, HEX. BURNED-IN 
74F257 MUX. QUAD. 2- IN. BURNED 
74F280A PARITY GEN/CHECK , 9-B 
74F521 COMPARATOR. IDENTITY. 
74F544 OCTAL REG TRANSCEIVE 
*** THIS ITEM IS NOT USED *** 
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2 
9 

4 

3 
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1 
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1 

3 
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2 

4 

1 

1 

1 

1 

1 
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4 
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R33 R34 

R18-R20,R61 ,R62.R71 ,R100.R103. 
CONT R104 

R1 ,R12,R21 .R29 

R7.R27,R28 

R4,R15-R17 

R49 
R39,R54,R63,R64 

R25 . 

R41.R101 

R9 

R44 

R6 

R8 

R3 

Z3 

Z5 

Z1 

R35 

R24 

R23 

Q1 

Y3 

Y2 

Y1 

E13 

E6 

E5 

E8 

E4 

E7 

E3 



R5.R26 
Z4,Z6-Z10 
Z13 
Z2.Z11 ,Z12 



E17 



E9.E 

E41 

Ell . 

E20, 

E24. 

E37 

E21 

El 6 

E12, 

E30. 

E46. 

E10. 

E47 

E40. 

E48. 

E59. 



15.E18,E19 

E25,E42,E54 

E45 
E29.E36,E56 



E27 
E34 
E53 
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AA 
K03 


BA 
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REFERENCE DESIGNATORS 


73 


73 


SEE 


NOTE 8 






21-24673-01 


DC509 
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1 


1 




E39 


74 


74 










21-24674-09 


*** THIS 


ITEM IS NOT USED *** 


— 


"- 




I 


75 


75 
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*** THIS 
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— 
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— 






79 
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GEN: 
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